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TABLE MODEL 



CENTRIFUGES 


Compact, Attractive Design 
9 Durable Construction 
@ Permanently Lubricated Motors 
@ Simple, Easy-to-use Controls 


) Safe Mechanical and Electrical Operation 
@ Suction Feet for Stability 
§> Individually Serial Numbered 
§ Extra-long, Heavy-duty Cord 


INDIVIDUALLY INSPECTED FOR SPEED RATING, BALANCE, CONTROL ACCURACY 


chemistry laboratory; 
thti physician's office 
•Variable; RPM Up to 
48311 on AC or 5890 
on DC 


ADAMS SE ROFUGE" 

fg| slur Coombs lost. 

If blood ((rouping, typing 
,y and cross matching 
fe •Portable, Inter- 
!' 1 i hangmihli) heads In 
ilii ’> siws fur Sum nr 
Kahn Tubus 4" blond 
® ( fillrictlng tuber, 
i •Tubes centrifuged, 



PHYSICIANS JUNIOR 


«?.place head for 
15 ml. tubes 
efnr routine srrrli- 
mentations in office 
nr small laboratory 
a Protective guard 



safeguard centrifuges Angle Head 






©One basic machine accommodates any 
one of four standard or four angle heads 
©Specific models hold tubes with ca¬ 
pacities up to 50 ml., and as many as 
twelve 15 ml. tubes 
©To perform Wintrobe hematocrits, 
blood chemistries, other separations 
©For the hospital, clinical or chemistry 
laboratory having a relatively heavy work¬ 
load 

©Variable RPM - up to 3825 on AC or 
5010 on DC, depending on type of head 



mm 


heads In 2 sizes for 
32 and 75 mm.cap- 
Diaries - serum tubes 
and capillary tubes 
§ Automatic electric 
brake 

©Fast, accurate 
mechanical reader 
available as accessory 
©Fixed RPM: 12,500 


PHYSICIANS JUNIOR AC 


• Inexpensive, single 
speed machine for two 
15 ml. tubes 
©For routine sedi¬ 
mentations In physi¬ 
cian's office where 
2-piace, fixed speed 
unit Is adequate 
©Protective guard 
available 

©Fixed RPM: 1580. 

AC only 


JUNIOR MICRO SAFETY-HEAD 



MICRO-CHEMISTRY 


speed unit for micro 
work in clinical or 
chemistry laboratory 
©8-place angle head 
accommodates 1,0,5, 
0.25 ml, glass or 
plastic tubes 
©Automatic, electric 

©Fixed RPM: 12,500, 
AC only 


PHYSICIANS COMPACT 



* 3 * ■ 


•4-place angle head 
i for 5 ml. or smaller 
tubes 

©For semi-micro and 
micro work in student 
or industrial 
chemistry laboratory 


Up to 2040 on AC 
or 3100 on DC 


HAND CENTRIFUGES 



classroom use of field 

work where electricity 

Is not available t 
•16-to-l gear ra.\ 
allows for substar M 


$ OF ALL CENTRIFUaESANDACCESSORIESWiLLB^OUN^^^jENEX^^AGE^ 


* t 














































) Wide speed range with 

dial Rheostat Control 

Up to 4830 RPM (2852 RCF) on 
AC-5890 RPM (4229 RCF) on DC 

Ideal for Wintrobe Hematocrits, 
blood chemistries and other pre¬ 
cipitate separations 

Angle principle efficiency 
6-place angle head for 15 ml. or 
smaller tubes provides rapid cen¬ 
trifugation 

Minimum of maintenance 
Ball-bearing motor permanently 
lubricated 

Quiet - No vibration 
Dynamically balanced and shock 
mounted-will not creep 

Compact, light and portable 




Safety-Cap removed- 
note position of tubes 
and CT-1055 Underguard 


t IMSTY-HMD CINTRirUfil . 



In the CLINICAL LABORATORY and 
PHYSICIAN’S OFFICE, for all frequently 
performed tests, including 'Wintrobe Ilema- 
tocritt; urine, feoal and other sedimenta¬ 
tions; and the blood chemistries. 

In the CHEMISTRY LABORATORY for 
procedures requiring isolation of inorganic 
or organic precipitates. 

PERFORMANCE 

Relatively high speeds and use of the angle 
principle provide for fast, efficient centrifu¬ 
gation—enable Safety-Head Centrifuges to 
perform tests which otherwise would re¬ 
quire the use of a larger, more expensive, 
free-swinging unit. 

Speed Range Df CT-IOOO Safety-Head Centrifuge 


B8BB 

RPM 

RCF 

RPM 

RCF 

1 Minimum 

1475 

266 

1920 

446 

Maximum 

3030 

1121 

4220 

2167 


Speed Range of CT-1002 Safety-Head Centrifuge 
Complete with Underguard and Safety-Cap 

k-Htfi-vi-1 AC | DC I 


tjtiy -ozw 

RPM 

RCF 

RPM 

RCF 

Minimum 

2480 

74a 

3005 

1104 

Maximum 

4830 

2052 

5890 

4229 


I = revolutions per minute 

RCF = relative centrifugal force 


The dial rheostat control can he set for any 
speed between the minimum und maximum 
noted above. For convenience, six numerals 
appear on nameplate, each corresponding to 
a specific speed listed in the direction 
folder supplied. 

Tito unit is compact, light and portable, and 
will fit into a small refrigerator if centri¬ 
fuging at low temperature is necessary. 

CAPACITY and HEAD 

The 52° angle head accommodates six 15 ml. 
tubes. By interchanging shields and tubes, 
the unit can he adapted for micro and semi¬ 
micro analyses. (See complete listing of cen¬ 
trifuge shields and tubes on pages 14 and 15.) 
Head precision-machined of a special alu¬ 
minum alloy. Dynamically balanced to elim¬ 
inate vibration, Finished in a durable baked 
blue hammertone enamel, 


fWtntrobo Hematocrit Tubes (A-2454) lit 
directly into the IS ml, centrifuge shields 
supplied with tills unit, To mlnimlae the 
possibility of breakage, a special aluminum 
Adapter (CT-2JP0) Is also nvalluhle for the 
Wintrobe Tube. (See complete listing of 
tubes und shields on pages I I and IS.) 


An Underguard (CT-1055) and Safety-Cap 
(CT-1050) for the head arc supplied with 
the CT-1002 model and are available sepa¬ 
rately as listed below. The Underguard in¬ 
creases the speed of the machine by reducing 
air resistance, und should lie used with the 
Sufely-Cup to prevent damage in the event 
of tube breakage. With this combination 
(CT-1002), special heavy duty glass tubes 
are supplied without extra charge. 

HOUSING 

Durable cast aluminum housing, finished in 
baked gray hammertone enamel. Shock 
mounted on three rubber suction feet—will 
not creep. Furnished with 10 foot heavy duty 
strain-relieved cord, 

MOTOR 

Universal type, drawing 132 waits, operates 
on 110-115 volts, 50-60 cycles, AC or DC. 
220 volt universal motor is available ut ad¬ 
ditional charge (see below). Has dial rlteo- 
stat control and permanently lubricated hall 
bearings. 

SIZE and WEIGHT 

Maximum diameter 10%", height 9". Weight 
10% lbs., shipping weight 1514 lbs. 


• CT-1002 

ADAMS SAFETY-HEAD CENTRIFUGE 
COMPLETE, /or six 15 ml. tubes, with 

• Safety-Head (CT-10G5) 

‘ Underguard (CT-1055) 

• Safety-Cap (CT-1050) 

'■ Six 15 ml brass shields with cushions 
(CT-19O0J 

• Three each graduated (CT-2010/H) and 

ungraduated (CT-2015/HJ 12 ml, heavy 
duty gijMs tubes . .each $102.00 

*CT-1pfl 

ADAMS SAFETY-HEAD CENTRIFUGE 
only, j or six 15 ml. tubes, with 

• Safety-Head (CT,1005) 

Without shields or tubes . each $ 87.00 


*CT-1000 

ADAMS SAFETY-HEAD CENTRIFUGE, 
/or six 15 ml. tubes, with 

• Safety-Head (CT-mS) 

• Six 15 ml, brass.shields with cushions 

(cum) 

• Three each graduated (CT-2010J and tin- 
graduated (CT-2015)15 ml, tubes. 

..each $ 96.00 


, 1811 

pjaroWM 

\K ln«j-liiiij i ; ! i.- I,lie r.t p, /Pivfjji 

*fflfuajf be uM'Id.i ft* i 
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QUANTITY DISCOUNTS: For complete centrifuges, 5% for 3,10% for 


*CT-1004 BASE ONLY, for Saletr-Ueml 
Centrifuge .each $63.00 

*CT-1005 SAFETY-HEAD ONLY, with¬ 
out shields or tubes .each $ 30,00 

*CT-1050 SAFETY-CAP to fit Safety- 
Head .each $ 3,00 

* CT-1055 UNDERGUARD for Safety- 
Head Centrifuge .each $ 3.50 


220 VOLT UNIVERSAL MOTOR can be sup¬ 
plied at an additional charge of $7.50 


» 




i 



The angle principle in centrifugation 
means that tubes are suspended and 
centrifuged at a fixed acute angle 
rather than In a horizontal position. 



m i 




An “angle centrifuge” offers 
the following advantages over 
the conventional free-swing¬ 
ing unit: 


I Faster Rate of Sedimentation 

Particles travel a shorter dis¬ 
tance before they collide , ag¬ 
glomerate and hit the side 
wall. The agglomerated parti-■ 
cles reach the tube bottom 
more quickly by sliding down 
the side wall; and, being 
heavier, by moving more, rap¬ 
idly through the solution 
(see illustration). 


9 More Complete Sedimentation 

A greater number of the fine¬ 
ly dispersed particles will be 
separated from solution be¬ 
cause of the shorter distance 
traveled before colliding and 
agglomerating. 


I Sediment Undisturbed 

When an angle centrifuge 
stops, the tubes remain in the 
angle position, leaving the 
sediment undisturbed. Al¬ 
though the sediment is depos¬ 
ited at an angle, readings for 
quantitative determinations 
can be made accurately by 
mental interpolation. To ob¬ 
tain a direct horizontal read¬ 
ing, the tube can be placed in 
a test tube rack where most 
types of sediment will quickly 
assume a horizontal position. 



m 


Base Unit (CT-1004/D) 


@ Eight INTERCHANGEABLE 
Standard and Angle Heads 

One basic machine accommodates any one 
of four Standard Heads or fopr Angle Heads 

Specific models hold tubes with capacities 
up to 50 ml., and as many as twelve 15 ml. 
or smaller tubes 

©Safe, durable unit construction 

Rotating heads completely enclosed in cov¬ 
ered one-piece guard bowl type housing 


With their largo and varied capacities, the 
Adams Safeguard Centrifuges arc particu¬ 
larly suitable for the Medical or Chemistry 
Laboratory having a relatively heavy work 
load, 

In the HOSPITAL and CLINICAL LABO- 
RATORY, for all frequently performed 
tests, Including urine, fecal and other 
sedimentations; Wintrobe hematocrits; and 
blood chemistries. 

In the UNIVERSITY or INDUSTRIAL 
CHEMISTRY LABORATORY, for the nu¬ 
merous procedures requiring precipitate 
separation, 

PERFORMANCE 

The minimum and maximum RPM’s, with 
corresponding RCF’s for each model of the 
fully loaded Safeguard Centrifuges arc 


• Wide speed range 

with dial Rheostat Control 

Up to 3825 RPM (1970 RCF) on AC-5010 
RPM (3386 RCF) on DC, depending on type 
of head used 

® Minimum of maintenance 

Ball-bearing motors permanently lubricated 

# Quiet - No vibration 

Dynamically balanced and shock mounted- 
will not creep 


shown on the following pages with the de¬ 
tailed description of each unit. Dial rheostat 
control can be set for any speed between 
the minimum and maximum noted. For 
convenience, six numerals appear on name¬ 
plate, cnch corresponding to a specific speed 
listed in the direction folder supplied. 

The relatively high speeds of these units 
provide for rapid sedimentation. In the 
angle-head models, the use of the angle 
principle further increases the efficiency of 
centrifugation, 

CAPACITY and HEADS 

The basic Adams Safeguard Centrifuge 
(CT-1004/D) accommodates any one of four 
free-swinging standard heads or Wr 52“ 
angle heads. The capacity of each rJoVb in 
CONTINUED ON NEX’f PAGE 


See following pages for detailed descriptions of 9 models 
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220 VOLT UNIVERSAL MOTOR can be supplied at $ 7.50 additional. 


* Uf-iUJAMS « INC t 141 EAST 25TH STKEET © 


NEW YORK 10 


%#«» I mm raucoiNS page i 

rad somber of tubes, is shown in the 
4~«:Ahl listing f<,r each machine. 

% Awfte* shields anti tubes, standard or, 
as® a w tear! jjnlts which accommodate 50 or 
« s ml, 4*^,1$ c * a a l*° he used for micro 
tefe? work. (See complete listing 

«stmujpt tubes and shields.) 

angle heads arc prccision- 
of a special aluminum alloy and 
to eliminate vibra- 
WIs# standard heads are finished in 


QUANTITY DISCOUNTS: I 


attractive gray hammertone enamel and the 
angle heads in machined aluminum. 

HOUSING 

Base and guard bowl are one-piece heavy 
gauge aluminum casting with securely 
hinged cover. Outside finished in baked 
gray hammertone enamel; inside of guard 
howl in baked white enamel. Shock mounted 
on three rubber suction feet — will not 
creep. Machines are furnished with 10 foot 
heavy duty strain-relieved cord. 


MOTOR 

Universal type, drawing 132 watts, operates 
an 110-115 volts, 50-60 cycles, AC or DC. 
220 volt universal motor available at addi¬ 
tional charge. (See listings on pages 4 
and 5.) Has dial rheostat control and per- 
mancntly lubricated ball bearings, 

SIZE and WEIGHT 

Guard bowl diameter 15%", base diameter 
10", height 11%", Weight 27 lbs., shipping 
weight 30 lbs. 


Adams Safeguard STANDARD CenUifiiges. 


^MHESsm Ms romwtE . tath * ” 


*CT-1100 ADAMS SAFEGUARD STANDARD CENTRIFUGE 

for TWO 15 ml. TUBES, with 

: rS"iS''» > cr -T! , 

i tarn r 

/r\rv iiniJ 1 1C m/ tnnp.r hottOJU SidSS tlluB 


(CT-2015) 15 ml. taper bottom glass tube 


each $118.00 


RPM 

RCF 

RPM 

RCF 

1455 

377 

2120 

804 

3190 

1823 

4600 

3788 


*CT-1110 ADAMS SAFEGUARD STANDARD CENTRIFUGE 

FOR FOUR 15 ml. TUBES, with 

»*-• < a -TL 

• Two graduated (CT-2010) and two ungraduated 
(C.t-' ) Q15115 ml. taper bottom g lass tubes 

1 _ each $123.00 


*CT-1130 ADAMS SAFEGUARD STANDARD CENTRIFUGE 

FOR TWO 15 ml. AND TWO 50 ml. TUBES, with 

• Standard Head (CT-1135) 

• Two 15 ml. (CT-1900) and two 55 ml. (CT-2051) 

brass shields with cushions 

•One graduated (CT-2010) and one ungraduated 
(CT-2015) 15 ml. and one graduated (CT-2055) 
and one ungraduated (CT-2060) 50 ml. glass tube 

mmmmrn -7?-1-nn-1 each $130.00 


1 AC 

DC 1 

| RPM 

RCF 

RPM 

RCF 

1230 

271 

1790 

574 

2860 

1487 

4110 

3032 


*CT-1140 ADAMS SAFEGUARD STANDARD CENTRIFUGE 

FOR FOUR 50 ml. TUBES, with 

• Standard Head (CT-1145) , 

‘Four 50 ml brass shields with cushions (CT-2051) 

• Two graduated (CT-2055) and two ungraduated 

(CT-2060J 50 ml. taper bottom glass tubes 

__ each $138.00 


1_AC _ 

DC i 

i RPM 

RCF 

RPM 

RCF 

1245 

275 

1815 

584 

2775 

1389 

4000 

2859 


* CT-1105 /or two 15 ml. tubes. 
Uses CT-1900 tube shields. 

.each $ 13.20 


*CT-1115 for jour 15 ml. tubes, 
Uses CT-1900 tube shields. 

.each $ 17.40 


idb ( ^ 


* CT-1135 for two 15 ml. and 
two 50 ml. tubes. Uses CT- 
1900 and CT-2051 tube shields. 

.each $ 24.00 


* CT-1145 for four 50 ml. tubes, 
Uses CT-2051 tube shields. 

.each $27.00 


Adams Safeguard ANGLE-HEAD Centrifuges 


Sec page 3 far general characteristics 


* CT-1004/D ADAMS SAFEGUARD CENTRIFUGE without head, shields or tubes . each $105,001 



a ^ 


* CT-1200 ADAMS SAFEGUARD ANGLE-HEAD CENTRIFUGE 

FOR SIX 15 ml. TUBES, with 
‘ Angle Head (CT-1205) 

‘Six 15 ml, brass shields with cushions (CT-2101) 
“Three graduated (CT-2010/H) and three ungradu¬ 
ated (CT-2015/HJ 12 ml, taper bottom heavy 
duty glass tubes 

m - m - 1 -nr- 1 each $144.00 


I AC 

DC i 

| RPM 

RCF 

RPM 

RCF 

1835 

452 

2575 

890 

3825 

1970 

5010 

3386 



* CT-1205 for six 15 ml tubes, 
Uses CT-2101 tube shields. 

.each $ 33.00 


m ' 


♦CT-1210 ADAMS SAFEGUARD ANGLE-HEAD CENTRIFUGE 

FOR TWO 50 ml. TUBES AND TWO 15 ml. TUBES, with 
•Angle Head (CT-1215) 

•Two 50 ml (CT-2051 J and two 15 ml. (CT-2101) 
brass shields with cushions 
•One graduated (CT-2010/H) and one ungraduated 
(CT-2015/II) 12 ml., and one graduated (CT- 
2055/ H) and one ungraduated (CT-2060/H) 40 
ml. taper bottom heavy duty glass tube 

glffjni 1 I “Dii I each $ 147.00 


mirjurrrm :■ 

| RPM 

RCF 

RPM 

RCF 

Minimum 

1750 

413 

2350 

750 

Maximum 

3675 

1779 

4925 

3268 


€. 


* CT-1215 \or two 15 ml, and 
two 50 ml. tubes. Uses CT- 
2101 and CT-2051 tube shields. 

.each $ 36.00 



m t 


*CT-1220 ADAMS SAFEGUARD ANGLE-HEAD CENTRIFUGE 

FOR FOUR 50 ml. TUBES, with 

• Angle Head (CT-1225) 

•Four 50 ml, brass shields with cushions (CT-2051) 

• Two graduated (CT-2055111) and two ungraduated 

(CT-2060/H) 40 ml. heavy duty glass tubes 

, -----. each $ 147.00 


4 AC 

DC ! 

f RPM 

RCF 

RPM 

RCF 

1655 

381 

2185 

664 

3425 

1639 

4775 

3172 


*CT-1230 ADAMS SAFEGUARD ANGLE-HEAD CENTRIFUGE 

12 PLACE, without glassware, with 

• Angle Head (CT-1235) 

• Twelve 15 ml. brass shields with cushions (CT-2101) 
Accommodates 12 blood tubes ranging in size from 

12 x 75 mm, to 18 x 100 mm. 
or six 15 ml. tubes 

or six 15 ml. tubes and six blood tubes 

mm - v -1-IS-1 each $156.00 


i 


* CT-1225 for four 50 ml. tubes. 
Uses CT-2051 tube shields. 

.each $ 36.00 


AC 

DC 

RPM 

RCF 

RPM 

RCF 

1765 

420 

2325 

666 

3615 

1640 

4840 

3157 



RPM = Revolutions per minute 
RCF - Relative centrifugal force 


u 


* CT-1235 j or twelve 15 ml. 

tubes or blood tubes up to 
18x100 mm. Uses CT-1900 
and CT-2101 tube shields. 

...each $ 39.00 


220 VOLT UNIVERSAL MOTORS 

can be supplied 

at $ 7,50 additional. 


Because of the high speed of Adams Safeguard Angle-Head Centrifuges, heavy duty glassware Is supplied 
When reordering glassware, be sure to specify Heavy Duty to prevent the possibility of breakage. 


* CT-1240 ADAMS SAFEGUARD ANGLE-HEAD CENTRIFUGE 

FOR TWELVE 15 ml. TUBES, without glassware, with 

• Angle-Head (CT-123S) 

• Twelve 15 ml, brass shields with cushions (CT-1900) 

.......—_ each $156.00 


-- E 

DC | 

RPM 

RCF 

RPM 

RCF 

1475 

345 

2045 

663 

3010 

1437 

4430 

3116 


QUANTITY DISCOUNTS: For complete centrifuges 5% for 3,10% for 6. 
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CT-17DD shown with Protective Guard 
CT-1712, available separately 


LIGHT AND PORTABLE 

DURABLE CONSTRUCTION 

Cast iron housings finished in baked 
gray crackle lacquer 

SHOCK COUNTED on three rubber 
suction feet—will not creep 






CT-1700/AC 


PHYSICIANS JUNIOR CENTRIFUGE PHYSICIANS JUNIOR AC CENTRIFUGE 


Variable speed with dial Rheostat Control 

Up to 1300 RPM (275 RCF) on AC -1795 (524 RCF) on DC 

Minimum of maintenance 

Ball-bearing motor permanently lubricated 


Economical single speed AC unit 

1580 RPM (406 RCF) 

Minimum of maintenance - 

Induction type motor-No brushes or commutator to wear oat- 
Oilite bearings require no lubrication for 5 years 


USES — In the physician's office for routine tests, such as urine and 
fecal sedimentations, where a range of speeds is required. 

PERFORMANCE- 



AC 

DC ; 


RPM 

RCF 

RPM 

RCF 

Minimum 

715 

03 

025 

138 

Maximum 

1300 

275 

1795 

524 


| RPM — revolutions per minute RCF = relative centrifugal force _| 

The dial rheostat can be set for any intermediate speed. 

CAPACITY and HEAD — Free-swinging head accommodates two 
15 ml. tubes. Finished in baked gray lacquer. To prevent accidental 
contact with rotating head, base has three threaded holes for attach¬ 
ment of Protective Guard (CT-1712) which is available separately. 
This machine also accommodates Adams Micro Safety-Head (CT- 
1515) for four 5 ml. or smaller tubes. 

MOTOR -Universal type, drawing 75 watts, operates on 110-115 
volts, 50-60 cycles, AC or DC. Transformer (A-2215) available for 220 
volt operation (see below). Has dial rheostat control and perma¬ 
nently lubricated ball bearings. Furnished with 6 foot heavy duty 
strain-relieved cord. 

SIZE and WEIGHT —Base diameter 6 V 2 ", height 8%". Rotating 
tubes describe 12" circle. Weight 10%" lbs., shipping weight 14 lbs. 


*CT»1700 ADAMS PHYSICIANS JUNIOR CENTRIFUGE for 

two 15 ml. tubes without Protective Guard but with head 
(CT-1705), two 15 ml. aluminum shields with cushions (CT- 
2101/A), one graduated (CT-2010and one ungraduated 
(CT-2015) 15 ml. taper bottom glass tube .C3Ch $46.00 

* CT-1705 TWO PLACE HEAD only, for the above, without 

tufyes or shields . . .each $5.25 

* CMJP BASE only for Adams Physicians Junior Centrifuge 

”....each $40.75 

A-2215 TRANSFORMER for operation of CT-lfOO on 220 volt, 
50-60 cycle, AC; capacity 85 V.A . .each $9.00 


USES — In the physician’s office for routino tests, such as urine and 
fecal sedimentations where single speed, two-place machine is ade¬ 
quate. 

PERFORMANCE - Fixed speed 1580 RPM (406 RCF) fully loaded. 

CAPACITY and HEAD -Free-swinging head accommodates two 
15 ml. tubes. Finished in baked gray crackle lacquer. To prevent 
accidental contact with rotating head, base has three threaded holes 
for attachment of Protective Guard (CT-1712), available separately. 

MOTOR -Induction type, drawing 95 watts, operates on 110-115 
volts, 60 cycles, AC only. Transformer (A-2215A) available for 220 
volt operation. (See below.) Has “on-off" toggle switch on front of 
housing; and oilito bearings lubricated for approximately 5 years 
of normal use. Furnished with 6 ft. heavy duty, strain-relieved cord. 

SIZE and WEIGHT — Base diameter W, height 6%", Rotating 
tubes describe 12" circle. Woight PA lbs. Shipping weight 10(4 lbs. 


*CT-1700/AC ADAMS PHYSICIANS JUNIOR AC CENTRI¬ 
FUGE, for two 15 ml. tubes with head (CT-1705), two 
15 ml aluminum shields with cushions (CT-2101/A), one. 
graduated (CT-2010) and one ungraduated (CT-2015) 15 ml. 
taper bottom glass tube . each $ 39.00 

*CT-1705 TWO PLACE HEAD only, for the above, without 
tubes or shields . each $ 5.25 

A-2215 A TRANSFORMER for operation of CT-1700/AC on 
220 volt, 60 cycle. AC only; capacity 250 F. ,4. ..each $ 12,00 


* CT-1712 PROTECTIVE GUARD for Junior Centrifuges, 

(Pictured above with CT-HOOJ Provides protection against 
injury or damage resulting from accidental contact with the 
rotating centrifuge hgad. Made of electrically welded %" 
chrome plated steel wire. For use with CT-1700 and CT- 
1700/AC Adams Junior Centrifuges, both of which have 
three threaded holes in the base for attachment of the 

.......each $5.25 


QUANTITY DISCOUNTS: Complete centrifuges 5% for 3,10% for 6. 


Adams Physicians Compact Centrifuge 



Angle principle efficiency 

4-place angle head for 15 ml. tubes and 
relatively high fixed speed of 3400 RPM (1315 RCF) 
provide rapid centrifugation 


Compact, light, portable and safe 

Requires minimum table space-Only 10" in diameter 
Tubes concealed inside bead and housing 

Minimum of maintenance 


Induction type motor— 

No brushes or commutator to wear out 
Oilite bearings require no lubrication for 2 years 



USES -In the PHYSICIAN’S OFFICE, provides both efficient 
capacity and speed for handling normal work load of routine tests 
such as urine and fecal sedimentations. 


PERFORMANCE - Fixed speed 3400 RPM (1315 RCF) fully loaded. 


MOTOR -Induction type, drawing 150 watts, operates on 110-115 
volts, GO cycles, AC only. Transformer (A-2215A) available for 220 
volt operation (6ee below). Has “on-off” toggle switch on front of 
housing; and, oilite bearings lubricated for approximately two years 
(2000 hours) of normal use. 


CAPACITY and HEAD- 45“ aluminum alloy angle head accom¬ 
modates four 15 ml. tubes, Precision-machined and perfectly bal¬ 
anced. Finished in baked blue hummertone enamel. 


HOUSING —Heavy gauge sheet aluminum housing attached to 
stable east iron huso plate. Baked white enamel finish. Shock 
mounted on three rubber suction feet—will not creep. Furnished 
with a 10-foot strain-relieved heavy duty cord. 


*CT-3300 ADAMS PHYSICIANS COMPACT CENTRIFUGE 

for jour 15 ml. lubes, complete with angle head (CT-3310), 
four 15 ml- aluminum shields with cushions (CT-2000), four 
mgraduated 15 ml. taper bottom glass tubes (CT-2015). 

.each $67.00 


SIZE and WEIGHT - Maximum diameter 
Weight 11% lbs,, shipping weight 16% lbs. 


", height 7%". 


* CT-3310 FOUR PLACE HEAD only, for the above, without 

tubes or shields . each $ 15.00 


RPM — revolutions per minute RCF = relative centrifugal farce 


A-2215 A TRANSFORMER for operation of CT-3300 on 220 
volt, 60 cycles, AC only; capacity 250 V.A . Bach $ 12.00 


Adams Junior Micro Safety-Head Centime 


FOR SEMI-MICRO AND MICRO WORK 


Variable speed with 
dial Rheostat Control 


USES -In the UNIVERSITY CLASS- 
ROOM or INDUSTRIAL CHEMISTRY 
LABORATORY, for semi-micro and micro 
work where a range of speeds is desired, For 
teaching elementary and analytical chem¬ 
istry, the unit has the “two student capac¬ 
ity” preferred by many teaching authorities. 


Up to 2040 RPM (408 RCF) on AC 
-3100 RPM (945 RCF) on DC 


CAPACITY and HEAD — 52° aluminum 

alloy angle heud accommodates four 5 ml. 
tubes. By changing shields, ran hold tubes 
from 3 ml. to 0.5 ml. (See listing of tubes 
and shields.) Precision-machined and per¬ 
fectly balanced. Finished in baked blue 
hammertonc enamel. Unit also accommo¬ 
dates Standard head (CT-1705) for two 15 
ml. tubes. 


Angle principle efficiency 
4-piace angle head for 5 ml. or 
smaller tubes 

Minimum of maintenance 
Ball-bearing motor permanently 
lubricated 

Durable construction 
Cast iron housing finished in 
baked gray crackle lacquer 

No vibration 

Shock mounted on three rubber 
suction feet-will not creep 



MOTOR - Universal type, drawing 75 watts, 
operates on 110-115 volts, 50-60 cycles, AC or 
DC. Transformer (A-2215) available for 220 
volt operation (see below). Has dial rheo¬ 
stat control and permanently lubricated 
ball bearings. Furnished with 6-foot heavy 
duty strain-relieved cord. 


PERFORMANCE- 


*CT-1710 ADAMS JUNIOR MICRO 
SAFETY-HEAD CENTRIFUGE for four 
5 ml. tubes, with head (CT-1705), four 
5 ml, brass shields with cushions (CT- 
2101), four ungraduated 5 ml. taper bot¬ 
tom glass tubes (CT-2U0).,M Ch $ 66.00 


wiv taw* 
Minimum 
Maximum 


AC DC 

HPM RCF RPM RCF 

1006 99 1525 228 

2040 400 3100 945 


*CT-1515 ADAMS MICRO SAFETY 

HEAD only, without lubes of^hields, 


HEAD only, without tubes or^ields. 

.each V15.50 


SIZE and WEIGHT - Maximum diameter 
8%", height 8%". Weight 13 lbs., shipping 
weight 16 lbs. 


Dial rheostat can be set for any intermediate 


*GT-1704 base only . each $40,75 

A-2215 TRANSFORMER for operation 


RPM = revolutions per minute RCF ~ relative centrifugal force 


of CT-17I0 on 220 volt, 50-60 cycles, AC; 
capacity 85 V.A . each $ 9.00 


I 


QUANTITY DISCOUNTS: For complete centrifuges 5% for 3,10% for 6 
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ADAMS ANALYTICAL CENTRIFUGE 

A Small, Relatively High Speed Machine for Semi-micro and Micro Work in the 
University Classroom, and the Industrial Chemistry Laboratory 


Angle principle efficiency 
6-place angle head for 5 ml., 3 ml., or culture tubes and 
relatively high fixed speed of 3400 RPM (1150 RCF) 
provide rapid centrifugation 

Fast stopping 

With light pressure of hand on smooth surface of 
revolving head 

Safe 

Tubes concealed inside head and housing 
Brushless, sparkless motor eliminates fire hazard 

Compact, light and portable 

Requires minimum table space-only 10" in diameter 

Minimum of maintenance 

No brushes or commutator to wear out 

Oilite bearings require no lubrication for 2 years 

Protected by chemical-resistant baked hammertone enamel 





USES -For TEACHING elementary and analytical chemistry, in¬ 
cluding qualitative analysis, This unit has the “2 to 4 student ca¬ 
pacity” preferred by most teaching authorities to cut down student 
“waiting time” and eliminate congestion in the centrifuge area. 
This machine's relatively high speed and variable capacities recom¬ 
mend its use in INDUSTRIAL LABORATORIES performing a 
limited amount of semi-micro and micro work. 

PERFORMANCE - Fixed speed 3400 RPM (1150 RCF), fully loaded. 

CAPACITY and HEAD - CT-3200 Model accommodates six 5 ml. 
taper bottom, or 13 x 100 mm and 16 x 100 mm culture tubes. 
CT-3201 holds six 3 ml. taper bottom, or 10 x 75 mm and 13 x 75 mm 
culture tubes. By changing shields, units can also hold tubes from 
2 ml to 0.5 ml. (See listing of tubes and shields.) 45° aluminum 
alloy angle head, precision machined and balanced. Finished in 
blue hammertone enamel. 

HOUSING — Heavy gauge sheet aluminum housing on stable cast 
iron base plate, Finished in gray hammertone enamel. Shock 
mounted on three rubber suction feet—will not creep. With 10-foot 
heavy duty strain-relieved cord. 


MOTOR-Induction type, drawing 150 watts, operates on 110-115 
volts, 60 cycles, AC only. Transformer (A-2215A) available for 220 
volt operation (see below). Has “on-off” toggle switch on front of 
housing; and, oilite bearings lubricated for approximately 2 years 
(2000 hours) of normal use. 

SIZE and WEIGHT -Maximum diameter 9%", height 7%". 
Weight 11% lbs., shipping weight 16% lbs. 


RPM = revolutions per minute 
RCF = relative centrifugal force 


u-tvu LU 1U \11UU /> uiuy iuoubu< 

* CT-3200 ADAMS ANALYTICAL CENTRIFUGE /or six 5 ml, 

G3200 Model accommodates six 5 ml. tubes, complete with tingle head (CT-3210), six aluminum 

im and 16x100 mm culture tubes. shields (CT-2101/A), and six 5 ml. ungraduated taper bottom 

bottom, or 10 x 75 mm and 13 x 75 mm tubes (CT-2110 ) .each $ 69.00 

liields, units can also hold tubes from .... 

of tubes and shields.) 45° aluminum *01-3201 ADAMS ANALYTICAL CENTRIFUGE /or six 3 ml. 
machined and balanced. Finished in tube, < complete with angle head (CT-3210), six 3 ml. alumi¬ 

num shields (CT-2140), and six 3 ml, ungraduated tubes 

(CT-21SS) .each $ 69.00 

eet aluminum housing on stable cast ._ .... 

n gray hammertone enamel. Shock *CT-3210 SIX PLACE HEAD only, for the above, without tubes 

Eton feet—will not creep. With 10-foot or Melds .each $ 15.00 

rd._ A-2215A TRANSFORMER for operation oj CT-3200 on 220 

volt, 60 cycles, AC only; capacity 250 V.A .each $ 12.00 

QUANTITY DISCOUNTS: For complete electric centrifuges 5% for 6, 10% for 12,15% for 25 


ADAMS HAND 


PPMTPIFIIPFQ For Elementar y Classroom Use or Field Work 
vtli I fllrUULu ^ where Electricity is not available 



® High gear ratio (16 to 1) allows for substantial speeds 

© Heavy cast housing, finished in attractive black enamel 
@ Greased gears sealed against dust and moisture 

CT-1800 ADAMS HAND CENTRIFUGE FOR TWO 15 ML. TUBES, 
complete with head (CT-1805), two 15 ml. aluminum shields with 
cushions (CT-2101/A), one graduated (CT-2010) and one ungraduated 
(CT-2015) 15 ml. glass tube ... each $ 18.00 

CT-1805 TWO PLACE HEAD ONLY, for the above, supplied with trun¬ 
nion rings, but without shields or tubes .each $ 5.25 

CT-1810 ADAMS HAND CENTRIFUGE FOR FOUR 15 ML. TUBES, 
complete with head (CT-1815J, jour 15 ml. aluminum shields with 
cushions (CT-2101/A), two graduated (CT-2010) and two ungraduated 
(CT-2015) 15 ml. taper bottom glass tubes .each $27.00 

CT-1815 FOUR PLACE HEAD ONLY, for the above, supplied with trun¬ 
nion rings, but without shields or tubes .... each $ 14.40 
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ADAMS SERO-FUGE 


U. S. Pal. No, 2,739,759 


Portable, Interchangeable heads - Available in two sizes 
12 place for Sero- or Kahn tubes- 
6 place for 4" blood collecting tubes 
Easily detached from machine with light pressure 
Serve as holders-tubes filled, centrifuged, transported, 
incubated and emptied without removal from head 

Angle principle efficiency 
High speed of 3400 RPM (1000 RCF) and use of 45° 
angle heads provide rapid centrifugation 
Produces discreet sedimentation ‘‘button” for Coombs test 


Specifically designed for Blood 
Grouping, Typing and Cross-Matching 

USES - In BLOOD BANKS ami HEMATOLOGY LABORATO- 
RIES for blood grouping, typing, cross-matching, particularly the 
Coombs test, and other cell washing procedures. In addition, the 
6-place head (CT-1625) is specifically suitable for separation of 
scrum and red cells in original blood collecting tubes, eliminating 
the need for transferring samples. 

PERFORMANCE- Fixed speed of 3400 RPM (1000 RCF) and 
use of angle principle provide fast efficient centrifugation. Loss of 
blood cells during cycle for Coombs or other cell washing pro¬ 
cedures is never more than 2%—leaving sufficient cells for final 
readings. 

Detachable with light finger pressure, heads serve as holders in 
which tidies can he filled, centrifuged, transported, incubated and 
emptied without individual handling—reducing possibility of error. 
For maximum efficiency it is recommended that one base machine 
be used with several heads for simultaneous performance of such 
operations ns centrifuging and incubating. 

CAPACITY and HEADS -The CT-1610 head accommodates 
twelvo 75 x 10 mm. (3 x %") Sero-Tubcs, or 75 x 12% mm. (3 x %") 
Kuhn Tubes. In this head, tubes swing out to an angle of 45° in 
motion and nssume a vertical position at rest. 

The CT-1625 head holds six 100 x 13 mm. (4 x %") or 100 x 16 mm. 
(4 x %") tubes, including the commonly used 4" sizes of vacuum 
type blood collecting tubes. In this head, the tubes are held at a 
fixed angle of 45°. 

Tube positions are numbered for easy identification. 

HOUSING - Cast iron base with aluminum guard and “see-thru" 
plastic cover. Base finished in gray, and guard in baked blue ham¬ 
mertone enamel. Shock mounted on four cushioning rubber feet— 
will not creep. With 10 foot heavy-duty strain-relieved cord. 

MOTOR - Induction type, drawing 150 watts, operates on 110-115 
volts, BO cycles, AC only. Transformer (A-2215A) available for 220 
volt operation (see below). Controlled by adjustable two-minute 
rotary timer, or “on-off” hy-pasa button for continuous operation. 
Hns oilite bearings lubricated for two years (2000 hours) of nor¬ 
mal use. 

SIZE and WEIGHT — Maximum diameter 8", height 10". See in- 

dividual listing for weights. _____ 

RPM - revolutions per minute RCF = relative centrifugal force 







♦CT-1600 ADAMS SERO-FUGE, complete with 
‘ Base (CT-1605) 

’One 12 Place Head (CT-1610) 

• Twelve Sero-Tubes (CT-2130) 

Weight 21V: lbs., Shipping weight 24 lbs. each $ 99.00 

*01-1620 ADAMS SERO-FUGE, complete outfit with 
•Base (CT-1605) 

• Two 12 Place Heads (CT-1610) 

• One Cross-Matching Safety Rack (CT-1615) 

• Six Dozen Sero-Tubes (CT-2130) 

• Two Dozen Kahn Tubes (CT-2125) 

Weight 30V2 lbs., Shipping weight 36 lbs. each $138,00 

*CT-1630 ADAMS SERO-FUGE, without tubes, with 
•Base (CT-1605) 

• One 6 Place Head (CT-1625) 

Weight 22 lbs., Shipping weight 26 lbs. each $ 99.00 

A-2215A TRANSFORMER for operation of Sero-Fuge on 220 
volt, 60 cycle, AC only; capacity 250 V. A. 

.each $12.00 

CT-2130 SERO-TUBES, 75 x 10 mm. with frosted spot for iden¬ 
tification . dozen $.80 gross $8.10 

CT-2125 KAIIN TUBES, 7 5xl2Ve mm, (3 x V 2 "J. 

.dozen $.45 gross $4.65 

QUANTITY DISCOUNTS: On CT-1B06, CT-1620, CT-1630, 

5% for 3, 10% for 6 
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* CT-1610 ADAMS SERO- * CT-1625 ADAMS SERO- 


FUGE HEAD ONLY, 12 
place for 7 5x10 mm. Sero- 
Tubes or 75xl2Ys mm. Kahn 
Tubes, without tubes. 

.each $22.50 


FUGE HEAD ONLY, 6 
place for 100x13 mm. or 
100 x16 mm, tubes, includ¬ 
ing 4" vacuum type blood 
collecting tubes, without 

tubes . each $ 22.50 


CROSS-MATCHING SAFETY RACK 

Reduces chances for error In complicated cross-matching tests 

A sturdy rotating wooden block on metal stand with 60 radially placed holes in 12 _ 
series of 5 each. The outside row of holes accommodates tubes up to 14 mm.O.D. 
and the 4 inside rows 75 x 10 mm. blood tubes. Sero-Fuge head locks onto the rack 
so that the lubes in the head correspond to the board boles containing the original 
samples. 

*CT-1615 CROSS-MATCHING SAFETY RACK, complete with stand. 

.each $ 14.40 




QUANTITY DISCOUNTS: On CT-1610, CT-1615 and CT-1625, 5% for 6,10% for 12 
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ADAMS MICRO-HEMATOCRIT CENTRIFUGE 


i '1 ■ 


• Highspeed 

12,500 RPM (15,500 RCF) 

3 minute centrifugation cycle 

© Interchangeable heads available 
in two sizes 
24 place 

for 75 mm. or 32 mm. capillary tubes 

16 place 

for 75 mm. and 32 mm. capillary tubes, 
and 75 x 8 mm. serum tubes 

@ Fast, Automatic Stopping 
Electric brake automatically stops 
head in 90 seconds 

• Quiet and Cool in operation 

® Safe - Operates only when heavy 
duty cover is secured 


PERFORMANCE 

Speed of 12,500 RPM (15,500 RCF) 
provides complete separation of serum 
and red cells in 3 minutes. Head design 
allows for fast, easy fingertip placement 
and pick-up of tubes without disturb¬ 
ing specimens. Machine stops automati¬ 
cally in 90 seconds, further reducing 
time of centrifugation. 

Perfect balance plus unique shock 
mounting of housing, motor, and head, 
eliminate distracting noise and vibra¬ 
tion, Cool operation prevents over¬ 
heating of specimens. 

CAPACITY and HEADS 

The 24 place head (CT-2910) holds 
capillary tubes 75 mm. or smaller, in- | 
eluding 32 mm. 

The 16 place combination head (CT- 
2915) holds 8 capillary tubes 75 inm, 
or smaller, including 32 mm.; and 8 
serum tubes, 75 x 8 mm,, for larger vol¬ 
ume separations. 

Rubber gasket around inner rim of 
head cushions and helps seal tubes; 
disc-shaped cover holds tubes in place 
during operation. 

The CT-2910 and CT-2915 Heads can 
he interchanged by use of wrench at¬ 
tached to housing. In addition, these 
heads are interchangeable with the 
Adams T’Micro-Chemistry Head (CT- 
3010^ 

Heads precision-machined high strength 
aluminum alloy, perfectly balanced, 
with anodized finish. 

RPM = revolutions per minute RCF = relative centrifugal force 



CT-2900, complete with CT-2910 
head and cover 


AUTOMATIC ELECTRIC BRAKE 

Activated when timing cycle is com¬ 
pleted or when cover latch is released, 
bringing centrifuge to a complete stop 
in 90 seconds. 

HOUSING 

Heavy gauge aluminum, finished in 
baked gray hanmierlone enamel. Cool 
operating temperature maintained by 
separate ventilating systems in the 
motor and head chambers. Shock- 
mounted on four, rubber suction feet— 
will not creep, 

Furnished with 10-foot strain-relieved 
heavy duty three-conductor cord with 
2-prong plug adapter. 

MOTOR 

Universal type, drawing 138 watts, 
operates on 110-115 volts, 50-60 cycles, AC 
only. Transformer available for 220 volt 
operation (see below). Controlled by 
adjustable 1 to 30 minute automatic 
timer. Permanently lubricated ball 
bearings. 

SIZE and WEIGHT 


Jt* 




■kty 
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CT-2915, complete with cover 


SAFETY 

In addition to head cover, centrifuge 
has heavy gauge steel cover secured by 
oversize safety lock. Foolproof “make- 
or-break” safety switch prevents 
machine from starting unless steel cen¬ 
trifuge cover is properly closed. 

A bracket is provided in centrifuge 
cover for storage of head cover while 
loading or unloading tubes. Machine 
cannot start unless head cover is re¬ 
moved from storage space, preventing 
tube breakage and specimen loss caused 
by inadvertently leaving head uncov¬ 
ered during centrifugation. 


Base 10x11", height 9 ! /£" with cover 
closed. Weight is 25 lbs,, shipping 
weight 30 i / 2 lbs. 


* CT-2900 ADAMS MICRO-HEMATO¬ 

CRIT CENTRIFUGE, complete with 
base (CT-2900B) and 24 place Head with 
cover (CT-2910) . each $ 187.50 

* CT-2903 ADAMS MICRO-HEMATO- 
CRIT CENTRIFUGE WITH. COMBI- 
NATION HEAD, complete with base 
(CT-2900B) and Combination Head with 
cover (CT-2915) . each $ 202.50 

* CT-2900 B BASE ONLY for Micro- 

Hematocrit Centrifuge .each $ 144,00 

♦CT-2910 24 PLACE HEAD WITH 

COVER only, for capillary tubes 75 mm. 
or smaller, including 32 mm. 

..each $ 45.00 

♦CT-2915 16 PLACE COMBINATION 
HEAD WITH COVER only, for 8 capil 
lary tubes 75 mm. or smaller, including 
32 mm,; and 8 serum tubes 75x8 mm. 

..each $ 60.00 


A-22T5A TRANSFORMER for opera- 
tion of Micro-Hematocrit Centrifuge on 
220 volt, 50-60 cycles, AC; capacity 250 

V-A. ..... each $ 12.00 

QUANTITY DISCOUNTS: On CT-2900, CT-2903, 
CT-2900B, 5% for 3, 10% for 6 
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and ACCESSORIES 


Adams Mechanical Hematocrit Tube Reader 



• Accurate, simple and fast to operate 

Minimizes possibility of operator’s error — 

Precision manufactured 

® Easy to Read 

Hematocrit appears as a large, distinct number- 
no difficult scales to interpolate or magnify 

• Accommodates Micro-Capillaries from 32 mm to 85 mm 

Prcriuc mechanical magnification provides fast, highly accurate 
readings. Capillary tubes easily inserted into one-place holder 
(A-2971) supplied with the unit, or the six-placc'liolder (A-2971/6) 
available as an uecasnory (see below). Movement of plastic read¬ 
ing bur is transmitted and amplified through a precision, non¬ 
wonring mechanism to give hematocrit reading in large numerals 
in the faceplate window. Directions are engraved on faceplate. 
Sturdy, built-in easel supports the Header at convenient angle. 
Length 9% inches; width 6% inches. 

♦A-2970 ADAMS MECHANICAL HEMATOCRIT TUBE 
READER, complete with one-place tube holder (A-2971). 

.each $42.00 

QUANTITY DISCOUNT: 6 pieces 5% ,, , 

♦A-2971 ONE-PLACE HOLDER for use 

with Reader . each $ 1.80 j| ■ 1 . ,i !•■ j! 


For more rapid simultaneous reading of 6 
tubes-lncreases reading speed by 30% 
♦A-2971/6 SIX-PLACE HOLDER 

for use with Render, ,.E3Cl] $ 5.00 



Spiracrit 

Hematocrit Tube Reader 

for 75 mm Micro-Capillaries 

A-2973 SPIRACRIT HEMATOCRIT 
TUBE READER. White plastic face 
laminated to durable aluminum base 
plate, with rubber foot. 7% inches 

square . . each $13.50 


A-2975 CARD-TYPE HEMATOCRIT TUBE READER, lami¬ 
nated with plastic. Size 714" x 4 l A'\ For use with tubes 
closed with Critocaps . each $ 3.50 


Heparinized and Non-Heparinized 

• Available in 75 mm. and 32 mm. lengths 

for Guest-Weicliselbaum or Strumia Technics 

• Selected for minimum taper 

• Soft glass, easily sealed with Seal-Ease, Critocaps or flame 

f A-2930 HEPARINIZED RED TIP CAP- 
ILLARY TUBES, 75 MM, * O.D. 1,2-1.4 
mm. Fire polished tip. Packed 100 tubes 
per vial, 12 vials per box. 

per vial $1.70 doz. vials $18.00 

_ 


H A-2931 NON-HEPARINIZED BLUE TIP 
CAPILLARY TUBES, 75 MM. * O.D. 
1.2-1.4 mm, Fire polished lip. Packed 
100 tubes per vial, 12 vials per box, 

per vial $ .05 doz. viafs $10.26 

A-2950 HEPARINIZED CAPILLARY TUBES, 32 MM. .t O.D. 
1,(1 mm. Packed 1,000 per box (2 vials of 50(1 etioh). 

$12.50 per M 10 M $ 11.25 per M 

A-2951 NON-HEPARINIZED CAPILLARY TUBES, 32 MM. 
x().I). 1.0 mm. Packed 1,000 per box (2 vials of 500 each), 

$ 9.00 per M 10M $ 8,10 perM 


For Use with Combination Micro-Hematocrit Head CT-2915 

A-2960 SERUM TUBE, OPEN AT ONE END, 75x7-8 mm., 
ungraduated. Packed 1 dozen per box. 
t - =— box $.50 dozen $5.00 

A-2982 SERUM TUBE, OPEN AT BOTH ENDS, 75 x 7-11 mm., 
ungraduated, for closing with Seal-Ease.. Packed 100 per !>ox. 

[ } box $ 10.50 10 boxes $ 9.45 box 

Quantity Discounts: On A-2930, A-2931, A-2960, B Uoz. 10%, 12 doz. 20% 


SEAL-EASE For quick, easy, flameless sealing 
and carrying of capillary and open end Serum Tubes 

® SEALS AND CARRIES U p to 48 

tubes with special clay in dis¬ 
posable plastic holder-ideal 
for bedside scaling 

' rHi 

’ ; 1 ■ |j ij i • MINIMIZES ERRORS nn d pro- 

, \ ventB loss of specimens—tubes 

1 1 Vi ,\js 3 firmly held in clay nnd readily 

iar*■ 




. • CONVENIENT SIZE, 4%"x3"; 

fits on any carrying tray 

A-2980 SI5AL-EASE TUBE SEALER AND HOLDER, packed 

1 dozen per box. 

$5.40 dozen 6 dozen $4.86 dozen 12 dozen $4.32 dozen 


CRITOCAPS Disposable plastic capillary tube closures 

Economical, pliable, white plastic closure 
caps eliminate need for finine sealing. 
For use with “Red Tip” fire jiolished 
capillary lulies (A-2930). <’ 

A-2940 CRITOCAPS, packed 10 c per 

package, 12 packages per box. 

package of 100 $1,50 
1 box ( doz, packages) 16.20 
6 boxes ( 6 doz. packages) 14.40 box 
12 boxes (12 doz. packages) 13.56 box 
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A versatile, efficient, high spee 
Micro Centrifuge 


Perfect balance plus unique shock 
mounting of housing, motor and head 
eliminate distracting noise and vibra- 
tion. Cool operation prevents overheat¬ 
ing of specimens. Removable aluminum 
shields provide for ease of cleaning and 
maintenance. 

CAPACITY and HEAD 

The 8 place, 54° angle head accommo- 
dates a variety of tube sizes and types 
—1 ml, 0.5 ml, and 0.25 ml, of either 
glass, polyethylene or polystyrene (as 
described on following page). This 
flexibility is provided by two sets of 
eight each specially designed polyethyl¬ 
ene adapters (CT-3020 and CT-3025) 
furnished with each machine. 

For additional versatility, the 8 place 
micro-chemistry head can be inter¬ 
changed with the Adams Micro-Hema¬ 
tocrit Heads (CT-2910 or CT-2915) by 
means of a small special wrench at¬ 
tached to the machine housing. 

Head precision-machined of special 
high strength uluminuin alloy, dynam¬ 
ically balanced to eliminate vibration. 
Each head is individually X-rayed to 
assure absence of defects. 


In the CLINICAL LABORATORY, 
for a variety of micro procedures which 
are becoming increasingly important, 
including — 

-Micro tests for serum bilirubin, se¬ 
rum phosphorous, blood glucose and 
blood urea determinations 

- Blood and serum precipitation to de- 
proteinize specimens for further 
analysis 

-Sediment and particle separation 
from biological fluids, such as urine 
and spinal fluids 

- Precipitate separation of insoluble 
compounds such as calcium and mag¬ 
nesium for further gravimetric and 
spectrophotometric procedures. 

In the UNIVERSITY OR INDUS- 
TRIAL CHEMISTRY LABORATORY, 

this efficient high speed unit will find 
wide application in micro work for 
isolation of-both inorganic and organic 
precipitates which are later used for 
volumetric, gravimetric or spectropho¬ 
tometric procedures. 


To prevent damage in the event of tube 
breakage, a special separate cover is 
furnished for the ungle head. In addi¬ 
tion, the complete centrifuge has a 
heavy gauge steel cover which is se¬ 
cured by an over-size safety lock. 

A foolproof “make-or-break” safety 
switch prevents the machine from start¬ 
ing unless the steel centrifuge cover is 
properly closed, 


Electric brake is automatically acti¬ 
vated when the timing cycle is com¬ 
pleted or when the cover latch is re¬ 
leased, bringing the centrifuge to a 
complete stop in 60 seconds. 


CT-3010 HEAD, COMPLETE WITH COVER, SHIELDS 
AND ADAPTERS (CT-3020 AND CT-3025) 


Heavy gauge aluminum, finished in du¬ 
rable baked gray hammertone enamel 
A cool operating temperature is main¬ 
tained by separate ventilating systems 
in the motor and head chambers. 

Four cushioning rubber suction feet 
absorb vibration and secure the centri¬ 
fuge so that it will not creep. Furnished 
with a 10-foot strain-relieved heavy duty 
three-conductor cord with two-prong 
plug adapter. 

Continued on next page 


Speed of 13,500 RPM (15,500 RCF) 
and use of angle principle provide for 
fast, efficient centrifugation. In addi¬ 
tion, the machine stops automatically 
in 60 seconds, further reducing centri¬ 
fuging time. The high RCF also allows 
for separation of particles having simi¬ 
lar specific gravities, a requirement in 
many types of micro-chemistry work. 


TWO STYLES OF ADAPTER' FURNISHED 
ACCOMMODATE ALL TYPES OF CLASS AND 
PLASTIC TUBES LISTED ON FOLLOWING PACE 
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Universal type, drawing 138 watts, 
operates on 110-115 volts, 50-80 cycle, AC only. 
Transformer (A-2215A) available for 
220 volt operation (see listing at right). 
Controlled by automatic 1 to 30 minute 
tinier. 

Permanently lubricated ball bearings. 


SIZE AND WEIGHT 

Base 10" x 11", height 9*4" with cover 
closed. Weight is 25 lbs., shipping 
weight 30^4 lbs. 


* CT-3000 ADAMS MICRO-CHEMISTRY CENTRIFUGE, 

complete with 8 place angle head, cover, shields (CT-3015) 
and two sets of 8 each plastic adapters (CT-3020 and CT- 
3025) to accommodate 1 ml., 0.5 ml, and 0.25 ml. glass or 
plastic centrifuge tubes (without tubes), eadl $222.00 

* CT-3010 ADAMS MICRO-CHEMISTRY HEAD, with cover, 

shields (CT-3015) and two sets of 8 each plastic adapters 
(CT-3020 and CT-3025) to accommodate 1 ml., 0.5 ml, and 
0,25 ml. glass or plastic centrifuge tubes (without tubes). 

each $78.00 

A-2215A TRANSFORMER for operation of CT-3000 on 220 
volt, 50-60 cycles, AC only; capacity 250V. A.' each $12.00 



immv hi ®! 


with frosted spot for 
identification 

CT-2165 GLASS TUBE,lml. 
2-7/16" x 5/16" (61 mm. 
x 8.25 mm,). Diameter 
at lip Ms" (15 mm.). 
Conforms to American 
Chemical Society speci¬ 
fications ,t 

each$.30 dozen$2.55 


Available in 1 ml, 0.5 ml, and 0.25 ml. 
sizes in both polyethylene and polysty¬ 
rene. 

® Low cost and disposable— 
eliminate cleaning problem 

• No tube breakage and loss 
of specimens 

• “Wide mouth” design facilitates 
fluid transfer 

All of the disposable plastic micro cen¬ 
trifuge tubes listed below are packed 
50 tubes (in a plastic bag) per box. 


* CT-3020 POLYETHYLENE ADAPTER 

jor CT-3015 shield. Holds 1 ml. (CT- 
2165) or 0.5 ml (CT-2170) taper bot¬ 
tom glass tubes. Outside x 11/16"; 
inside diameter 9 mm. Can also be 
used with lubes having a maximum di¬ 
ameter of 9 mm. and lengths from 53 
mm. to 63 mm. 

.each $ .90 dozen $ 9.00 


CT-2170 GLASS TUBE, 0.5 ml. 
2%" x %" (58 mm. x 6 
mm.). Diameter at lip 
(13 mm,). Conforms 
to American Chemical 
Society specifications .t 

each$.30 dozen$2.55 


CT-2175 GLASS TUBE, 0.25 ml. 
1" x Vi" (24 mm. * 6 
mm.). 

each$.30 dozen$2.85 


CT-2185 and CT-2170 Tubes are 
used with CT-3020 Adapter; 
CT-2175 Is used with CT-3025 


Opaque white, recommended where inert¬ 
ness to organic solvents is important and 
visibility of specimen is not essential. 


CT-3030 1 ml. 1 poi_y. 

CT-3032 0.5ml .)ethylene 
CT-3034 0.25 ml. TUBES 


$ 3.50 per box 
io to 49 boxes 3.15 per box 

so boxes 3.00 per box 


Transparent, recommended where visibility 
of the specimen in the tube is important. 




CT-3040 1 ml. j P0LY . 

CT-3042 0.5 ml. > styrene 
CT-3044 0.25 ml.) TUBES 

$3,50 per box 
io to 49 boxes 3.15 per box 
so boxes 3.00 per box 


Polyethylene and polystyrene centrifuge tubes 
may be assorted for quantity prices. 

All plastic tubes are used with 
CT-3025 Adapter. 


* CT-3025 POLYETHYLENE ADAPTER 
DOUBLE-ENDED, for CT-3015 shield. 
Holds plastic tubes 1 ml, (CT-3030 and 
CT-3040), 0.5 ml. (CT-3032 and CT- 
3042), or 0.25 ml (CT-3034 and CT- 
3044); and glass tube 0.25 ml, 
(CT-2175). 

Outside 1%“ * 11/16"; inside diameter 
11 mm. on one end; and 6 mm. on 
other end, Can also be used with tubes 
having maximum diameter of 11 mm. 
and lengths from- 26 mm. to 42 mm.; 
or with tubes having maximum diam¬ 
eter of 6 mm. and lengths from 26 mm. 
to 37 mm. 

.each $ .90 dozen $ 9.00 


CT-3015 ALUMINUM SHIELD FOR 
CT-3000 CENTRIFUGE. Can also be 
used on any centrifuge that will ac¬ 
commodate standard 15 ml. shield. 
Outside 2 " x inside diameter 17 

mm. For use with CT-3020 and CT- 
3025 Adapters . each $.95 


tAnalytical Chemistry, Vol. 1 CT-3025 Adapter, 

page 1993, December 1956. 
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Extra long stems for easier grasping. # Redesigned scale simplifies reading. 


@ Hydrometer floats in a vertical position. © Guaranteed accuracy of ± .002. 


MODEL Cl MIDGET URINOMETER 


A-2740 A-2740F 

SQUIBB URINOMETER 

Reads from 1.000 to 1.060 specific grav¬ 
ity, Mercury-weighted float, easily read 
to .002. Heavy reinforced glass urinom- 
eter jar is only 6" high, with extra wide 
base. Attractively boxed. 

A-2740 SQUIBB URINOMETER 

each $2.10 dozen $21.00 

A-2740 F HYDROMETER FLOAT only, 

each in a box, 

each $1.10 dozen $10.80 

A-2740 J SQUIBB URINOMETER JAR 
only .each $1.10 dozen $10.80 


A-2745 A-2745F 

ADAMS MIDGET URINOMETER 

Requires only a small amount of urine 
for test. Reads from 1.000 to 1,040 spe¬ 
cific gravity. Solid shot-weighted flout. 
Jar is only 5" high, with extra wide 
base. Attractively boxed. 

A-2745 ADAMS MIDGET URINOMETER 

each $1.70 dozen $17.40 

A-2745F HYDROMETER FLOAT only, 

each in a box. 

each $ .95 dozen $ 9,60 

A-2745J MIDGET URINOMETER JAR 
only . each $ .60 dozen $ 6.00 


§ Requires only small amount of urine. 
® Utilizes standard 15 ml. centrifuge test 
tube. 

© After determining specific gravity, tube 
can he centrifuged. 

9 A pair of the bases can be used for bal¬ 
ancing standard metal centrifuge shields 
and tubes. 

Consists of an aluminum base 2Va" 
wide into which is inserted a standard 
15 ml. taper bottom centrifuge test 
tube. Employs the same solid shot- 
weighted float (A-2745F) as used on 
the Adams Midget Urinomeler. 

A-2747B MODEL CT MIDGET URL 

NOMETER, including aluminum 
base (CT-2W), 15 ml, taper bottom 
glass centrifuge tube (CT-2015J and 
Hydrometer Flout (A-2745F), 

.each $3.00 


LITMUS PAPER 

RED, BLUE, NEUTRAL 


' f RED : 

LITMUS PAPER 


A-1492X LITMUS PAPER. Vial of 

160 strips, 2%" long x %" wide, Guar¬ 
anteed to meet A.C.S, specifications. 
Red, blue or neutral. 

dozen vials $1,10 gross $10.45 


CENTRIFUGE TUBE 
BALANCING STAND 


CT-2747 CENTRIFUGE TUBE BAL- 

AN GIN G STAND only. Used in 
pairs for balancing centrifuge lest 
tubes, or shields with lest tubes, Sin¬ 
gle stand can be used as listed above 
(A-2747B) for urinomeler base, Ac¬ 
commodates either round or taper 
bottom test tubes, or centrifuge 
shields. 

each $1.75 dozen $19.80 


FRANKLIN BILIRUBIN TEST KIT 



I 


mm 

I 


With the greatly increased incidence of 
liver disease during and since World 
War II, there has been a need for a sim¬ 
ple, practical test for urinary bilirubin, 
particularly for acute infectious hepa¬ 
titis before, clinical jaundice is mani¬ 
fested, 

The Franklin Tablet Test for Urinary 
Bilirubin fulfills the requirements for 
an accurate semi-quantitative test which 
can he used anywhere without special 
equipment, and which is rapid and 
lends itself admirably to routine use in 
the hospital, the office, the patient’s 
home, or for mass screening of patients 
in industry and in the Armed Forces. It 


A sensitive semi-quantitative test 

Result not obscured by presence 
of other pigments 

Can be performed anywhere - 
office-laboratory-home 

Requires only the test tablet, 
reagent, and color chart 


provides a simple and accurate means 
for following the progress of patients 
known to have liver disease. 

The test is also simple enough so that 
with only the directions enclosed with 
each set, the patient could run his own 
test if it were expedient to do so. For 
the physician, kits are available includ¬ 
ing 100 Tablets with sufficient Fouchet’s 
reagent to run 100 tests. For the clini¬ 
cal laboratory the tablets alone are 
available without Fouchet’s reagent. 

Reference! Murray Franklin, M.B, "A Now 
Tablet Test for Urinary Bilirubin," Journal 
of Laboratory anil Clinical Medicine, Volume 
54, No, B, Pages 1145 to 1150, August 1949. 



A-2760 Kit Complete 

^A-2760 FRANKLIN BILIRUBIN TEST 

KIT, including 100 Tablets in a plas¬ 
tic box, 1 ox, Fouchet’s reagent with 
dropper, extra Dropping Pipette for 
urine, Color Chart and Directions. 

.each $ 6.75 

*A-2761 COLOR CHART for use with 
A-2760 . each $ .30 dozen $ 3.00 

A-2762 FOUCHET’S REAGENT, 1 ox. 
bottle with dropper. .. . each $ 1.25 

*A-2765 FRANKLIN BILIRUBIN TEST 
TABLETS, box of 100 Tablets in a 
plastic box. 

Per box ( 100 tablets) $5.00 
10 boxes (1000 tablets) 4.50 per box 
50 boxes (5000 tablets) 4.05 per box 



URINE SEDIMENTATION SLIDES 


i Allow for simultaneous processing 
and viewing of 6 to 12 specimens 
@ Raised, permanently fused ceramic 
lines separate specimens 
© Double thick glass provides for ease 
of handling and resistance to breakage 
® Will withstand repeated washings 
in detergent 


A-1759 URINE SEDIMENTATION 
SLIDE FOR 12 SPECIMENS, 3“ x 2" x 
2.3 mm thick. Raised, red ceramic lines 
permanently fused into glass form twelve 
10x22 mm rectangles. Each rectangle is 
numbered for identification of speci¬ 
mens. Frosted area provided on slide for 
notations. Packed one dozen per box. 

each $ .60 3 dozen $ 5.40 dozen 

dozen 6.00 6 dozen 4.80 dozen 

A-1761 URINE SEDIMENTATION 
SLIDE FOR 6 SPECIMENS, 3"x2"x 
2.3 mm. Raised, red ceramic lines per¬ 
manently fused into glass form six 23 x 
25 mm rectangles. Frosted area provided 
for notations. Packed one dozen per box. 

each $ .60 3 dozen $ 5.40 dozen 

dozen 6.00 6 dozen 4.80 dozen 


\tt b I s * 


wfrt 

/ // // 



A-1759 and A-1761 may be assorted for 
quantity prices in minimum dozen units 


CLAY-ADAMS • INC * 141 EAST 25TH STREET @ N'E'W YORK 10 

























Blade 

Each 

Dozen 

A-19G4/A 3x9/16" 

$1.20 

$13.20 

A-1964/B 4x11/16" 

1.30 

14.40 

A-1964/C 5x13/16" 

1.75 

19.20 

A-1964/D 6x14/16" 

2.05 

22.40 

QUANTITY DISCOUNTS: 3 dozen 

10%, 6 

dozen 20% 


5% 28 24 

6 32 28 

6Vi 34 27 


7 

37mm 

30mm 

15 

e 

41 

33 

12 

9 

45 

37 

10 

10 

50 

42 

S 

101/2 

53 

45 

7 

11 

56 

48 

8 

11% 

63 

50 

5 

12 

64 

54 

4 

13 

68 

SB 

4 

13% 

75 

62 

3 



A-2121 HOFFMAN TYPE SCREW COM¬ 
PRESSOR with swinging bur, heavy 
brass construction, nickel plated, Packed 
one dozen to a package. 

Each $.50 Dozen $5.00 Gross $50.00 


A-2121 X HOFFMAN TYPE SCREW 
COMPRESSOR with bar in fixed posi¬ 
tion, Heavy brass construction, nickel 
plated, Packed one dozen to a package. 

Each $.50 Dozen $5.00 Gross $50.00 


® Does not absorb moisture or dirt 
® Easily washed in detergent or soap 
and water 


Sizes 00 to 13 are 25 mm long, Size 13% Is 35 mm. 



A-2990 LABORATORY STOPPERS, solid, 1 hole and 2 hole 
(please specify which) black rubber, soft and pliable, 

longlije: 5 lbs. $1.90 per lb. 

Sizes may be assorted unit 25 lbs. 1.70 per lb. 

boxes of S lbs, for quantity price. 50 Hj$, \ pgf 


PV-1800 VINYL LABORATORY 
APRON, full length (2b" long by 2bW 
wide) with neck strip (20" long and 
1%" wide) and while vinyl binding, Tie 
strings reinforced with aluminum grant- 
mots. Each folded in a polyethylene, bag, 
packed 1 dozen per box, ^ ^ j 25 

Dozen 12.50 


A-2122 MOHR PINCHCOCK CLAMP. 
Made of nickel plated brass. Packed six 
to a box. 

Each $ .40 Dozen $ 3.75 Gross $ 37.50 


QUANTITY DISCOUNTS! 

3 dozen 10%, 6 dozen 20% 


QUANTITY DISCOUNT: 5 gross 10% 
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ADAMS 

COMPACT 

BALANCE 



This balance was designed to meet 
the need for an inexpensive chemistry 
student instrument on which all the ex¬ 
periments involving balance technic 
could be performed. However, the fea¬ 
tures which make it practical for this 
use also make it practical for use in 
many other fields-—for example, for the 
dispensing physician, the photographer, 
for the industrial laboratory, as an aux¬ 
iliary balance; indeed, anywhere an in¬ 
strument with a sensitivity of 10 mg. 
and its compact design will find use. 

The balance and a complete set of 
weights are enclosed in an attractive, 
compact box which is easily stored in 
a laboratory drawer when not in use. 

To use the balance, the upright beam 
support is inserted into the metal socket 
in the box, and the beam is placed on 
it. An eccentric beam release with knob 
sets tile pans at rest for addition of 
weights... The pointer has a black fin¬ 
ish for clear visibility against the white 
scale as a background. The pointer ear- 
ries a movable bar for adjustment of 
the zero point and an adjustment for 
the sensibility (extent of swing of the 
pointer on tile scale). 


ADAMS COMPACT BALANCE 

Complete with METRIC WEIGHTS and forceps 
QUANTITY DISCOUNTS: 6 balances 5%, 12 balances 10% 


SPECIFICATIONS 


weight forceps...in natural finish wood 
box, 10" x 4*4" x 2", Beam is 7*,4" long 
and carries a steel knife edge which en¬ 
gages an agate hearing on the beam 
support, Pans are 3"... notched to hold 
test tubes. Metal parts are brass and 
heavily chrome plated. 


Capacity 100 grams, sensitivity 10 mg. 
(10 mg. will move pointer one gradua¬ 
tion or more—this applies only to first 
graduation). Supplied with lacquered 
brass weights with square form alumi¬ 
num fractions, 50 grams to 10 ing., and 
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ANALYTICAL WEIGHTS 


1 



A-2175 APOTHECARY WE 

4 drams to 1 grain 
as follows: one cae 
scruple weight. 
Fractional weights 
num. Case is polish 
knobweights. Supp 


QUANTITY Dl 


A-2180 COMBINATION METRIC AND APOTHECARY WEIGHT SET 

Designed for pharmacy and student use, 

METRIC: Knob type weights, brass, in grams: 

50-20-10-10-5-2-2-1 

Fractionals, flat L-shaped aluminum, in milligrams: 
500-200-100-100-50-20-20-10 

APOTHECARY: Knob type weights, copper-plated, 
in drams: 4-2-1; in scruples: 2-1 
Fractionals, flat dish-form aluminum (to distinguish 
from metric fractionals) 
in grains: 10-5-2-2-l-^ 

Case of blond hard-wood is fitted for the knobweights, sup¬ 
plied with brass forceps. Two covered wells hold the metric 
and apothecary weights. Value is stamped on each weight. 

per set $ 15.00 


A-2170 ANALYTICAL WEIGHT SET, CLASS S2 

50 grains to 1 milligram. Gram weights are high form, 
chromium-plated brass. Fractional weights arc of alumi¬ 
num, each in an individual section in a removable bakelite 
tray with glass cover. Supplied with one 10 milligram rider 
and plastic tipped weight forceps. Attractively packaged in 
a plush-lined wooden box. per set $ 31.50 

QUANTITY DISCOUNTS: 6 S0ts-5%, 12 SBtS-10% 


A-2170X ANALYTICAL WEIGHT SET 

50 grams to 1 milligram. Gram weights are flat form, lac¬ 
quered brass. Fractional weights are of aluminum, each in 
ail individual section in a removable bakelite tray with a 
plastic, cover. Supplied with one 10 milligram rider and 
plastic tipped weight forceps. Housed in an attractive 
wooden case with plush-lined cover. per set $ 15.00 

QUANTITY DISCOUNTS: 6 sets-5%, 12 sets-10% 


QUANTITY DISCOUNTS: 6 sets-5%, 12 sets-10%, 25 sets-15% 
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SPRING WIND WITH BELL RING 


ELECTRIC AND SPRING WIND 

with automatic current shut-off 


120 MINUTES IN 15 SECOND INTERVALS 60 MINUTES IN 1 SECOND INTERVALS 



A-2077 INTERVAL 

TIMER. Long starting lever, 
loud alarm bell, and ring- 
type hanger. Knurled Knob 
on face sets time period. 
i$$rge white numerals etched 
on black dial. Moisture proof 
black enamel housing with 
unbreakable crystal. 4" high 
x W wide * 2 1 i" deep. 

.each $11.00 



A-2088 ALL ELECTRIC 
TIMER-SWITCH. Motor 
driven. STOPS Ok STARTS 
appliance at end of interval 
with split second accuracy; 
cycle does not start until 
timer set and switch turned 
“on,” Can also be used for 
elapsed time indication. 8" 
black dial with luminous 
numbers. Buzzer signal. Steel 
case. 8%" high x 8%" wide x 
4Vi" deep. 110-115 volts, 60 
cycle, A.C. only. Rated for 

750ioatts .each $30,00 


GO MINUTES IN 1 MINUTE INTERVALS 1 MINUTE IN 1 SECOND INTERVALS 



A-2073 INTERVAL TIMER. 

Simultaneously wound and sat by 
turning dial to desired time, Signals 
one clear bell at end of interval. 
Black case and knob, satin-chrome 
dial and easily read black etched 
numbers. 2%" high x 2%" wide x 

2 Va" deep . each $7.15 


A-2080 SPRINC WIND TIMER- 
SWITCH. Simultaneously wound 
and set by turning dial to desired 
time. STOPS appliance at end of 
interval with split second accuracy; 
cycle does not start until timer set 
and switch turned “on.” Adjustable 
stop for repetitive operations, Black 
plastic case. 2%" high x 2%" wide x 
deep. A.C. or D.C. Rated 7 

amps—125 volts . each $10.45 



30 MINUTES IN 1 MINUTE INTERVALS 30 MINUTES IN 1 MINUTE INTERVALS 




WTPN/ 

.25 


with adjustable stop 
A-2075 INTERVAL TIMER. 

Same as A-2073 above, but 30 minute 
operation and with adjustable stop 
for repetitive operations. 

.each $7.70 


A-2085 SPRING WIND TIMER- 

SWITCH. Simultaneously wound 
and set by turning dial to desired 
time. STOPS appliance at end of 
given interval. Case black buhelite 
with black , hammertone finish metal 
back. Dial satin-chrome with black 
etched numbers. 2%" high x 2%" 
wide x 2Vs" deep. A.C. only. Rated 
7 amps —125 volts . each $ 9.50 


60 MINUTES IN 1 MINUTE INTERVALS 60 MINUTES IN 1 MINUTE INTERVALS 


>.^ 


A-2083 SPRING WIND TIMER- 
SWITCH. Same as A-2085 but 60 
minute operation . each $ 9.50 







A-2071 INTERVAL TIMER. 

Chrome bell signals at end of desig¬ 
nated lime. Simultaneously wound 
and set by turning dial to desired 
time. White plastic case with black 
numbers. 3W' high x 2%" wide x 2" 
deep . each $6.00 


Swiss-made STOP WATCHES 

A-2040 The OLYMPIAN Stop Watch, 1/5 of a second anti- 
magnetic timer with nickel-chrome case. 7 jewel movement. Elapsed 
time recorder indicates the number of minutes the timer is in 
operation tip to 30 minutes. each $ 27.00 

A-2045 Tho TRAINER Stop Watch, double scale 1/5 of a second 
and 1/100 of a minute, With time-out feature to atop the timer at 
any point and have it resume action from where it left off. Other¬ 
wise as above.. each $28.75 











A WATER SOLUBLE SILICONE CONCENTRATE 




SILICLAD 




For treating Glass, Ceramics, 
Metal, Rubber and Plastic Ware 




A dip in Siliclad solution... 

§ Reduces glassware breakage 

® Permits more thorough, easier and faster cleaning 

© Siliclad-treated objects shed lipids and dry more quickly 

© Clotting of blood is reduced on Siliclad-coated surfaces 

® Prevents sticking of rubber or glass stoppers - 
makes them easier to withdraw 


SlLICLAD, when applied to glassware, produces a surface 
which resists scratching and thereby reduces breakage fin 
one ease, breakage was reduced to 1/10 of what it formerly 
was). 

Coating objects with Siliclad gives them a sparkling 
sheen. Forms a tough protective water-repellent film bonded 
to the glass surface, to which most soil, stains, etc., do not 
adhere — thereby making cleaning much easier and faster. 

In blood transfusion work it has been found that treat¬ 
ment of needles with Siliclad reduces clotting within the 
cannula. The smooth, hard surface imparted makes an ex¬ 
cellent surface for contact with blood. 

When tubes and glass containers are treated dotting 
is reduced and a greater yield of clear serum is obtained. 
Blood handled in containers treated with Siliclad is less 
subject to hemolysis despite considerable agitation. Han¬ 
dling and storage of blood is definitely improved when the 
surfaces of the blood collection equipment have been Sili- 
clad-dipped. 

Test reports from clinical laboratories indicate that 
Siliclad treated pipettes drain so completely that one pipette 
can he used for as many as 40 transferences— whereas pre 
viously a fresh pipette was required for each. Treated cylin 
ders will deliver their full content without leaving any drop¬ 
lets on the walls—important in carrying out accurate labo¬ 
ratory work, 


1-600 SILICLAD CONCENTRATE, 

4 oz. bottle (with directions for use) 

...each $4.00 

1 dozen 4 oz. bottles as above 
(in special shipping unit) 

..per dozen 40.00 



CHARACTERISTICS Siliclad is a new concentrated water- 
soluble silicone fluid. It is a semi-organic material with a 
very high degree of stability, inert to such factors as heat, 
moisture and most common chemicals and compounds. Nor¬ 
mal autoclaving docs not affect the Siliclad film. Diluted 
Siliclad is stable for about 41! hours and should he discarded 
after this period. Treated surfaces resist chemical attack, 
are generally non-volatile, non-crystalline and NON-TOXIC 
to all body tissues. 


Suggested Uses 


MOISTURE-REPELLENT SILICLAD IS IDEAL FOR USE ON: 

® General laboratory ware (beakers , flasks, test tubes, grad¬ 
uated cylinders) © Ground glass stoppers, rubber stoppers, 
plastic and rubber gaskets ® Transferring pipettes, burettes, 
blood bottles § Glass and porcelain petri and evaporating 
dishes © Catheters and tubing used for transferring blood 
© Needles for intravenous applications ® Intravenous sets, 
replacement transfusion sets @ Blood reconditioning appa¬ 
ratus, oxygenators, artificial kidneys. 


Siliclad Is not recom. 
mended tor use on 
glass items which de¬ 
pend upon capillary ac¬ 
tion or adhesion to 
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Adams AUPETTE 


ACCURATE TO ±1.5% 


r A r 


V-. I fd' 


An automatic pipetting device for delivering 
predetermined quantities of liquid repeat¬ 
edly - without resetting or remeasuring. 


* A-2700 /I OCC. ADAMS AUPETTE lOcc. capacity. Includes lOcc, 
syringe, valve, metal cannula tip (13 ga.x 2"), sinker and 
24" plastic tubing (PV-608), mid a package of spare, valve 
parts. Syringe is graduated in 1/3 cc .82Cfl $ 22,50 




Y f 

J 11 ii ..it iu , 





*A-2700/5CC. ADAMS AUPETTE 5m. capacity. Includes 3cc. 
syringe (secured by set of 2 nylon adapters), one-way valve, 
metal cannula tip (13 ga, x 2"), sinker and 24" plastic tubing 
(l‘V-608), and a package uf spare valve parts. Syringe is 
graduated in If Sec . OacH $ 22,50 


,.v!— 


i.lW.‘/i i >■ 



A-2700/10cc. ADAMS AUPETTE 
in use for automatic pipetting 


©Can be used INTERCHANGEABLY with 10cc., 5cc. 
or 1 cc. syringe. To change from one syringe to an¬ 
other only a set of nylon adapters is required. 

© Accommodates STANDARD 5cc, and lOcc. syringes. 
The lcc . syringe is a standard insulin type syringe 
with a Luer-Lock tip added. Syringes easily replaced 
since no special type is required. 

$ Requires only slight thumb pressure — convenient 
size makes for easy, one-hand operation—no train¬ 
ing necessary. 

§Saves technician’s time—eliminates tedious task of 
individual quantity determination for each delivery. 

§Eliminates mouth suction and resultant danger of 
contamination —■ particularly in transfer of radio¬ 
isotopes or infectious liquids. Also eliminates all di¬ 
rect physical contact with infectious liquids, 

|For inoculating groups of animals with equal doses , 
the Aupette assures continuous accuracy with only 
one adjustment or setting. 


* A-2700/lcc. ADAMS AUPETTE 1 cc. capacity. Includes Ice. 
insulin type syringe (secured by set of 4 nylon adaptersj, 
one-way valve, metal cannula tip (22 ga. x l"), sinker and 
24" plastic tubing (PV-40IIJ, and a package of spare calve 
purls. Syringe is graduated in I/like, . CttCll $ 25,20 




*A-2702 ADAMS AUPETTE OUTFIT, complete with assembled 
Adams Aupette like, capacity (A-27iHI/ltkcJ, one See. syr¬ 
inge (A-2705), and set of 2 nylon adapters (A-2705/A). 

.each $25.50 

A-2701 AUPETTE SYRINGE only (insulin type), for lcc. Ait- 
pette, graduated in 1/iOcc .. (without adapters/... each $ 3.25 

A-2701/A SET OF 4 NYLON ADAPTERS for use with the lcc. 
syringe . set $ 2,25 

A-2705 AUPETTE SYRINGE only, for 5cc. Aupette (without 
lapten) . each $ 2.50 

A-2705/A SET OF 2 NYLON ADAPTERS for use with the. See. 
fringe .set $ .75 

A-2710 AUPETTE SYRINGE only, for ltlcc, Aupette, 

.each $ 3.25 






© Honed stainless steel blade adjustable to desired length 
® Lancet end available either in acorn or bell tip form 
© Blade impact controlled by length of plunger withdrawal 



A 2582 AUTOMATIC BLOOD LANCET, ACORN TIP, 

each $2.20 dozen $ 22.20 




. 

A-25B2/X AUTOMATIC BLOOD LANCET, BELL TIP. 

____each $ 2.20 dozen $22.20 

HAGED0RN NEEDLE LANCET 


B-2095 Straight, with sharp edge point, 3" 

each $.30 dozen $3.00 

QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


KEIDEL VACUSM TUBE 


FOR STERILE COLLECTION OF BLOOD 


• Protected sterile needle allows for blood collection 
without contamination 

© Rubber stopper can be resealed easily for transporting 
blood sample 

A-24G1 ICEIDEL VACUUM TUBE with VISIBILITY 

VIAL, sterile, ready for use, capacity 6 ml. Packed 
one dozen to a box. 12 dozen to a canon. 

$2.60 dozen $26.00 gross 


WITH ANTICOAGULANT 


A-2460 KEIDEL VACUUM TUBE with VISIBILITY 
VIAL and POTASSIUM SEQUESTRENE (7 mg.) 
anticoagulant, sterile, ready for use, Packed 1 dozen 

per box .$ 3,30 dozen 

33.00 gross 

A-2461/SP KEIDEL VACUUM TUBE with VISIBIL 
ITY VIAL and any of the ANTICOAGULANTS 
listed below, sterile , ready to use. Minimum order 
one gross . . $31.50 gross 

Potussium Oxalate Lithium Oxalate Sodium Oxalate 
Sodium Fluoride Calcium Chloride Thymol 
Sodium Citrate Citric Acid Ammonium Oxalate 
Cerium Oxalate Potassium Citrate 

QUANTITY DISCOUNTS: 5 gfOSS-10%, 10 gross-20% 


:4ff% 


REDI-LANCE 


U. S. PATENT No. 2,706,482 


Sterile * Ready to Use • Disposable Blood Lancet 


STEAM STERILIZED... positive assurance against 
transmitting virus hepatitis and hemolytic jaundice 

SHARP, THIN POINT... gives quick, clean puncture 
without gaping wound... provides adequate blood 
for testing 

Design of tip LIMITS DEPTH OF PENETRATION 

SHAPED FOR SURE FINGER GRIP... stainless steel 
ribbed design provides extra firmness 

MINIMUM PATIENT DISCOMFORT 

ECONOMICAL-SAVES TIME... eliminates sterilizing 
procedure 


k 
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"Point-End” of package is Indicated to pro¬ 
tect sterility of lancet tip when removing. 


A-25B5 REDI-LANCE, packed 1000 lancets to a carton 
(4 boxes of 250 each) 


REDI-LA fVCSE 


1 carton $ 15.00 ea. 

5 cartons 13.25 ea. 

10 cartons 13.00 ea. 

25 cartons 12.50 ea. 

50 cartons 12.00 ea. 

box of 250 lancets 

5.00 ea. 

One carton contains four 
convenient individual hexes 
of 250 Redi-Lances. 


A-2565/A REDI-LANCE STUDENT-PAK. 50 lancets to a box. 

per box $ 1.50 



Aparin m 

w : 
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STERILE AQUEOUS HEPARIN SOLUTION 

© Highly Purified- electrolyte free” © USP Assay of Anticoagulant Activity 

A-2985 STERILE HEPARIN SOLUTION, 1% aqueous of ammonium salt in 10 ml. self-sea , 
rubber stoppered vials. 1,000 USP units per ml. Less than 0.15% Sodium , 0.01% Potassi 
0.1% Calcium on dry weight basis. Packed sterile with aluminum cap for storing at n 
temperature, 6 vials per box. 

per box (6 vials) $ 15,00 6 boxes (36 vials) $ 13.50 box 12 boxes (72 vials) $ 12.00 
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COUNTING CHAMBERS 


j LEVY TYPE 

if 

I 

LEVY-DOUBLE NEUBAUER 

ULTRA PLANE 
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9 HARD COLORLESS GLASS... Ultra Plane chamber surfaces... 
cover glass support bars attractively finished in red 

$ IMPROVED DOUBLE NEUBAUER RULINGS on red cell chambers 

@ RULINGS DEEPLY ENGRAVED for permanence... only hard 
surface of glass exposed... provide lines with long focal range 

® CHAMBER CHARGING INCLINE facilitates proper charging... 
assures even distribution without bubbles...eliminates danger 
of overflow 

@ POLISHED INDENTURE protects undersurface against scratching 
... Levy-Hausser Chambers protected by bakelite frame 


LEVY-DOUBLE FUCHS-ROSENTHAL 

ULTRA PLANE 


.►A-2900, A-2902, A-2904 and A-2906 can be supplied in GREEN GLASS at a 50% increase in the prices noted above. 


LEVY — QUADRUPLE 

ULTRA PLANE 


A-2904 LEVY COUNTING CHAMBER -QUADRUPLE, 

with two improved double. Neubauer ruling for red 
cell count.t and two Fuchs-Rosenthal rulings for white 
cell counts, cell depths 0.1 mm., with two octagonal 
cover glasses 25 x 211 mm. (A-2905) . each $ 11.00 


A-2904/BS FAME as above but with U.S. Bureau o\ 
Standards certification ... each $ 33.00 


LEVY-HAUSSER 


A small one piece glass slide in protecting 
bakelite frame - a practically unbreakable unit. 
Supplied with two fine pronged nickel silver 
clips to bold cover glass. 

Glass slide piece can be replaced making the 
chamber very economical, particularly where 
subjected to constant use. 


A-2900 LEVY COUNTING CHAMBER - IMPROVED 
DOUBLE NEUBAUER RULING, cell depth 0.1 mm., 
with two rectangular cover glasses 20 x 26 mm. 

(A-2420/CG) . each $ 8.00 


A-2900/BS SAME as above but with U.S. Bureau oj 
Standards certification ... each $ 16.50 


A-2902 LEVY COUNTING CHAMBER- -TWO FUCHS- 
ROSENTHAL RULINGS, cell depth 0.2 mm., with two 
rectangular cover glasses (A-2420/CG). Specially de¬ 
signed jor counting cells in the cerebrospinal fluid. 
Employs Fuchs-Rosenthal pattern, but has 0.2 mm. cell 
depth to concentrate more cells over counting am. 

.. .......each $ 8.00 

A-2902/BS SAME as above hut with U.S. Bureau oj 
Standards certification ... each $ 25.00 


QUANTITY DISCOUNTS! 

On assorted chambers, 12 to 23 pieces -10%, 24 pieces-15%. 

All chambers, on this page may be assorted with A-2901, 
A-2901/BS, A-2440B and A-2440B/BS on page 27 jor the 
12-23 quantity price and toith A-2901 and A-2901/BS for 
the 24 piece price, 


A-2906 LEVY-HAUSSER COUNTING CHAMBER - 
IMPROVED DOUBLE NEUBAUER RULING, cell 
depth 0.1 mm., with two cover gloss clips and two 
rectangular cover glasses 20 x.2b mm,(A-2420/CGI 

. each $12.00 

A-2906/BS SAME as above but with U.S. Bureau oj 

Standards certification ..each $21.00 

A-2907 COVER GLASS CLIPS jor Levy-Hausser Com¬ 
ing Chamber .,. pair $ ,50 


COUNTING CHAMBERS, continued 


CHAMBERS WITH METALLIZED 
RULED SURFACE 




HY-LITE 


ULTRA PLANE 


Maximum visibility provided by lines ruled on 
rhodium metal surface. Metal fused to glass — 
will not wear off. Corpuscles stand out in bold 
relief. Ruling visible through wide range of 
illumination. 


SPEIRS-LEVY ultra plane 
EOSINOPHIL COUNTING SLIDE 

For direct eosinophil counts - 

cell counts in spinal or other fluids 

© Economical — saves time ... four chambers 
per slide 

© Provides sufficient fluid volume (4 cu.mm.) 
for accurate counts ... chambers ruled with 
10,1 x 1 mm. squares x 0.2 mm. deep , 
each sub-divided into 16 smaller squares 

® Chambers located on left side of slide for 
handling ease ... to prevent accidental reversal 

© Identification number engraved on each 
chamber ... speeds focusing .., can be used 
to determine beginning and end of count 



m 
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A-2901 HY-LITE METALLIZED COUNTING CHAM- 
BER, improved double Neubauer ruling and cell depth 
0.1 mm., with two rectangular cover glasses 20 x 26 mm. 

(A-2420/CG) . each $12.50 

A-2901/BS SAME as above but with U.S. Bureau oj 
Standards Certification . each $ 21.00 


BRIGHT-LINE(spencer) 

Provides maximum visibility of rulings and cor¬ 
puscles through wide range of illumination. 
Lines ruled on metal surface which is perma¬ 
nently fused to glass. 


"1 



A-2440B BRIGHT-LINE (SPENCER) METALLIZED 
COUNTING CHAMBER, improved Neubauer ruling 
and cell depth 0,1 mm„ with two rectangular cover 
glasses 20 x 26 mm, (A-2420/CG) . each $12.50 

A-2440B/BS SAME as above but with U.S. Bureau of 
Standards Certification ... each $21.00 


QUANTITY DISCOUNTS: On assorted chambers, 12 to 23 pieces - 
10%, 24 pieces (except A-2440B and A-2440B/BS) -15%. 

May also he assorted with all chambers on page 26 jor 
quantity discounts. 


*A-2908 SPEIRS-LEVY EOSINOPHIL COUNTING 
SLIDE with two cover glasses (74-2908/CGJ.,.. each $15.00 

A-2908/CG COVER GLASS jor above slide, 25 * 33 mm., 

0.5 mm. thick . each $ 1.00 

QUANTITY DISCOUNTS: 12 to 23 pieces-10%, 24 pieces-15%. 

REFERENCES: Speirs, R. S.,An Improved Eosinophil Slide, J. of 
Lab. and Clin. Med., 39:963,1952. Principles oj Eosinophil Dilu¬ 
ents. Blood hi. oj Hematology, Vol. 7 No. 5, May 1952, p. 550. 


HEMACYTOMETER COVER GLASS 

© Guaranteed optically plane ... made in 
accordance with U. S. Bureau of Standards 
specifications 

® Ground and polished from thick optical glass to 
proper thinness 

A-2420/CG RECTANGULAR Hemacytometer Cover 

Glass jor both single and double chambers. 20 x 26 mm., 
thickness 0.4 to 0.6 mm . . each $ .60 

A-2420/CGBS SAME as above but with U.S. Bureau 
of Standards Certification .. each $1.15 

A-2423 OCTAGONAL Hemacytometer Cover Glass jor 
both single and double chambers, 20 x 26 mm., thick¬ 
ness 0.4 to o.6 mm ... each $ .60 

A-2423/BS SAME as above but with U.S. Bureau oj 
Standards Certification . 63Ch $1.30 

A-2905 OCTAGONAL Hemacytometer Cover Glass jor 
quadruple ruled chambers. 25 x 28 mm., thickness 0,4 

to 0.6 mm ..... each $ .60 

A-2905/BS SAME as above but with U.S. Bureau of 
Standards Certification .. each $1.30 

QUANTITY DISCOUNTS: 12 to 23 pieces-10%, 24 pieces -15% 
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HEMACYTOMETER OUTFITS 


Supplied With Yankee A/1* 
Blood Diluting Pipettes 




iiaspifietDi: sit ea 


, Hemacytometer chamber of choice with two appropriate cover 
glasses 

j One each Yankee A/1 red (A-2445/A1) and white (A-2450/A1) 
blood cell pipette with tubing and mouthpiece 

i Two Yankee pipette closures (A-2443) 

i Hagedorn needle lancet in glass vial (B-2095). If preferred, 
10 Redi-Lance (A-2565) can be supplied instead, 

»Instruction booklet 

>Black, waterproof, leatherette covered, pocket size case 
7" X 4 Vb" x 1 Ve", with non-absorbent, washable red plastic 
lining (A-2421/N) 


LEVY- 

DOUBLE NEUBAUER OUTFIT 

A-2920 HEMACYTOMETER OUTFIT in¬ 
cluding A-2900 Levy Counting Chamber, 
improved double Neubauer ruling and 
cell depth 0,1 mm,, with two rectangular 
cover glasses 20x26 mm. (A-2420/CG), 
and equipment as listed above, 

.Each $14.70 


A-2920/BS SAME AS ABOVE but with 

U. S. Bureau of Standards certified pi¬ 
pette, chamber and caver glasses, 

.Each $ 27.60 


LEVY — DOUBLE FUCHS- 
ROSENTHAL OUTFIT 

A-2922 HEMACYTOMETER OUTFIT in¬ 
cluding A-2902 Levy Counting Chamber, 
two Fuchs-Rosenthal rulings and cell 
depth 0,2 mm., with two rectangular 
cover glasses (A-2420/CG), and equip¬ 
ment as listed above... . Each $14.70 


A-2922/BS SAME AS ABOVE but with 
U. S. Bureau of Standards certified pi¬ 
pette, chamber and cover glasses. 

.Each $ 36.10 


LEVY ~ 

QUADRUPLE OUTFIT 

A-2924 HEMACYTOMETER OUTFIT in¬ 
cluding A-2904 Levy Counting Chamber, 
quadruple, with two improved Neu- 
bauer rulings for red cell counts and 
two Fuchs-Rosenthal rulings for white 
cell counts, cell depths 0.1 mm., with 
two octagonal cover glasses 25 x 29 mm. 
(A-2!)05),and equipment as listed above. 

.Each $ 17.75 

A-2924/BS same as above but with 

U. S. Bureau of Standards certified pi¬ 
pette, chamber and cover glasses. 

.Each $44,15 


LEVY-HAUSSER- 
DOUBLE NEUBAUER OUTFIT 

A-2926 HEMACYTOMETER OUTFIT in¬ 
cluding A-2906 Levy-Hausser Counting 
Chamber, improved double Neubaucr 
ruling and cell depth 0.1 mm., with two 
cover glass clips and two rectangular 
cover glasses 20x26 mm. (A-2420/CG), 
and equipment as listed above. 

.Each $ 18.75 

A-2926/BS SAME AS ABOVE but with 

U. S. Bureau of Standards certified pi¬ 
pette, chamber and cover passes, 

.Each $32.15 


HY-LITE — 

DOUBLE NEUBAUER OUTFIT 

A-2921 HEMACYTOMETER OUTFIT in¬ 
cluding A -2901 Hy-Lite Metallized 
Counting Chamber, improved double 
Neubauer ruling and cell depth 0.1 mm., 
with two rectangular cover glasses 20 x 
26 mm. (A-2420/CG), and equipment as 
listed above . Each $ 19,20 


A-2921 /BS SAME AS ABOVE but with 

U. S. Bureau of Standards certified pi¬ 
pette, chamber and cover glasses. 

...Each $32.10 


BRIGHT-LINE- 
DOUBLE NEUBAUER OUTFIT 

A-2920B HEMACYTOMETER OUTFIT 
including A-2440B Bright-Line (Spencer) 
Metallized Counting Chamber, improved 
double Neubauer ruling and cell depth 
0,1 mm., with two rectangular cover 
glasses 20x26 mm. (A-2420/CGJ, and 
equipment listed above . Each $19,20 


A-2920B /BS same as above but with 

U. S. Bureau of Standards certified pi¬ 
pette, chamber and cover glasses. 

.Each $32.10 


A-2421/N HEMACYTOMETER CASE only Each $3.90 


QUANTITY DISCOUNTS: For assorted Hemacytometer outfits 12 to 23 
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YANKEE’BLOOD DILUTING PIPETTES 



• INTERRUPTED-LINE INTERMEDIATE CALIBRATIONS facilitate 
reading...eliminate errors, (pat. no. 2 , 720 , 549 ) 

© PROPELLER MIXING BEAD provides fast uniform dilution... 
prevents settling at capillary junction 

© CLEAR MARKINGS PERMANENTLY FUSED INTO GLASS...will not 
wear or wash out... easily read against opal white background 

© INDIVIDUALLY PACKAGED... each in a box, one dozen boxes 
to a nest 


YANKEE.A/1®. . YANKEE® CERTIFIED 

Guarant eed accuracy of ± 1 %... No neeSfor correction factor Guaranteed to meet IU. Oureau of Standards accuracy tolerances 


Yankee A/1 Pipettes represent the highest quality ma- Yankee Certified Blood Pipettes, precision made of the 

“ n,l l workmanship. With guaranteed accuracy of highest quality materials, are guaranteed to meet U. S. 

-I/O, highly accurate blood counts can be obtained easily Bureau of Standards accuracy tolerances of ±3.5% for 

and quickly without applying correction factors. Pipettes white and ± 5% for red cell pipettes. Pipettes are serially 

are serially numbered for convenient reference. numbered for convenient reference. 



A-2445/A1 YANKEE A/l RED CELL BLOOD PIPETTE, guar- A-2445 YANKEE CERTIFIED RED CELL BLOOD PIPETTE 

unteed accuracy of ±1%, with 10 transparent rubber tubing ml, 10" transparent rubber tubing and unbreakable red plastic 

and unbreakable red plastic mouthpiece. Ratio, 1:100, 1:200. mouthpiece. Ratio, 1:100,1:200 

.each $2.00 dozen $20.00 .each $1.80 dozen $18.00 


A-2450/A1 YANKEE A/1 WHITE CELL BLOOD PIPETTE, 

guaranteed accuracy of ±1%, with 10" transparent rubber tub¬ 
ing and unbreakable white plastic, mouthpiece. Ratio, 1:10,1;20. 

.each $2.00 dozen $20.00 

QUANTITY DISCOUNTS: On A-2445/A1, A-2450/A1, A-2445, A-2450, 

A-2445/BS, and A-2450/BS, 3 dozen assorted 10%, 6 dozen assorted 20 %, 
in minimum units of 1 dozen. 


A-2445/BS SAME AS ABOVE BUT CERTIFIED by U. S. Bu¬ 
reau of Standards . each $4.00 dozen $43.20 

A-2450 YANKEE CERTIFIED WHITE CELL BLOOD PI- 
PETTE, with 10" transparent rubber tubing and unbreakable 
white plastic mouthpiece. Ratio, 1 ;10, 1:20. 

.each $1.80 dozen $18.00 

A-2450/BS SAME AS ABOVE BUT CERTIFIED by U. S. Bu¬ 
reau of Standards . each $4.00 dozen $43.20 


ADAMS OVAL DEAD PIPETTES 

Guaranteed to meet U. S. Bureau of Standards tolerances of ±3.5% for white and ±5% for red pipettes. 


A-2445/X 

Precision made cif the same materials as “Yankee A/l” markings are permanently fused into glass. Interrupted 

and “Yankee Certified” pipettes, hut with the conventional line intermediate calibrations facilitate reading, 

type oval mixing head in place af the propeller bead. Clear 




A-2445/XTM adams oval bead red cell pipette, A-2450/XTM adams oval bead white cell pipette 

complete with 10" transparent tubing and unbreakable red complete with 10" transparent tubing and unbreakable white 

plastic mouthpiece. Ratio, 1:100, 1:200. Packed one dozen per plastic mouthpiece. Ratio, 1:10, 1:20. Packed one dozen nnr 

box . ton $12.00 box . dozen $12110 

A-2445 /X SAME AS A-2445/XTM, but without tubing and A-2450/X SAME AS A-2450/XTM, but without tubing and 
mouthpiece . .....uOZBIl $10,80 mouthpiece . ....dOZ6R $10,80 


QUANTITY DISCOUNTS: On A-2445/X, A-2450/X, A-2445/XTM, and A-2450/XTM, 3 dozen assorted 10%, 6 dozen assorted 20%, in minimum units of 1 dozen 
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ADAMS PIPETTE WASHED 

PAT. APPLIED FOR 

@ WASHES AND DRIES simultaneously up to 18 blood diluting, 
Sahli, sedimentation, lambda or similar pipettes 
© UNIQUE FLAP VALVE automatically closes each unused pipette 
hole... eliminates need for separate, easily misplaced wooden 
or glass plugs 

©OPERATES FROM REGULAR TAP WATER faucet with Adams As¬ 
pirator (A-3500) or other aspirator pump 
a 3 NON-BREAKABLE Polyethylene Cleaning Jars for washing solu¬ 
tions supplied with complete Washer Outfit... Washer can 
also be used with standard 1000 ml. beaker 





The. Washer consists of an aluminum plate, with serrated hose 
connection, to which a rubber pipette holder having 18 holes is 
attached. Each hole is covered by a rubber flap valve which is 
easily lifted to insert a pipette for washing (see illustration). 
The flap valves automatically close off any unused holes eliminat¬ 
ing the need for separate, easily lost glass or wooden plugs. When 
the washer is connected to the A-3500 Adams Aspirator described 
at right, or other aspirator pump, washing solutions such us water, 
ether, alcohol or detergent are drawn through each pipette. 


Flap valves V" : I 

lifted for WJfekk. -<* 
insertion of ’ 



The Washer is made of rubher and aluminum parts which are not 
affected by common laboratory reagents or washing solutions. It 
has a convenient carrying ring and is easily disassembled for 
cleaning. 

The non-breakahlc Polyethylene Cleaning Jars serve as recepta¬ 
cles for washing solutions when the Washer is in use and also as 
convenient storage containers the tight Fitting covers minimize 
evaporation. The Washer can also he used with a standard 1000 
ml. beaker. 

*A-3510 ADAMS PIPETTE WASHER OUTFIT, complete 
with in-place Washer (A-3515J and 3 each Polyethylene 

Cleaning Jars with covers (A-35W .each $ 8.25 

dozen 82.50 

* A-351 5 ADAMS PIPETTE WASHER only, lS-place, without 
cleaning jars .each $ 6.00 

dozen 60.00 

*A-3512 POLYETHYLENE CLEANING JAR complete with 

cover .-..each $ .75 

dozen 7.50 





\ 


Washer in operation, with Polyethylene Cleaning Jar (A-3512) 
and Adams Aspirator. 





ADAMS ASPIRATOR AN EFFICIENT, HIGH 

VACUUM, LARGE CAPACITY, POLYETHYLENE ASPIRATOR PUMP 


HIGH VACUUM - 26-20 inches of mercury 
when operated at normal city water pressures of 
35-50 pounds per square inch 
LARGE CAPACITY - pumps up to 2 gallons per minute 

MADE OF POLYETHYLENE...inert...corrosion- 
resistant... not affected by common laboratory reagents 

SUPPLIED COMPLETE with universal faucet attachment 
and 3 feet of rubber tubing.,. connects to any 
standard faucet without need for adapters or connectors 

NON-SPLASH SCREEN is integral part of unit 
... breaks high pressure water stream 
...prevents splashing in sink 


Tim Adnms Aspirator is spe¬ 
cially designed not only for 
drawing high vacuums blit also 
for pumping large fluid vol¬ 
umes—up to 2 gallons per 
minute at normal city water 
pressures. This pumping capac¬ 
ity, plus the chemical inertness 
and corrosion resistance of 
polyethylene make the Adams 
Aspirator ideal for a wide vari¬ 
ety of laboratory uses. Such 
uses include vacuum filtering, 
urea nitrogen tests employing 
the aeration method, cleaning 
pipettes and Wintrobc tuhes, 
and drawing up spilled liquids. 


The unit is supplied complete with a rubber universal faucet 
attachment which fits most water faucets. Ily unscrewing the 
universal attachment, the Aspirator can he connected directly to 
faucets having it standard mule hose thread (lWu" diameter, 11% 
threads per inch). 

A non-splash screen is an integral part of the Aspirator. It breaks 
the high pressure water stream and prevents splashing in the sink, 
without impairing the Aspirator’s efficiency. A 3-ft. length of 
mbher tubing is also supplied with each unit. 


A-3500 ADAMS ASPIRATOR, molded polyethylene aspira¬ 
tor pump complete with universal faucet attachment, non¬ 
splash screen and 3 ft. of rubber tubing .each $ 5.00 

dozen 50,00 
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BLOOD PIPETTE ACCESSORIES 


YANKEE® PIPETTE CLOSURE 


Rubber cuff-extension beyond mixing 
bulb prevents breakage even if dropped. 
Seals both ends of pipette. Pipette filled 
with diluted blood may be carried in 
pocket without leakage. 



mmm sneiM 
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A-2443 YANKEE PIPETTE CLOSURE, 

made of soft rubber. 

ea. $ .40 doz. $ 4.20 gross $ 42.00 


HARD RUBBER PIPETTE CLOSURE 


A-2441 HARD RUBBER BLOOD PI- 
PETTE CLOSURE for carrying diluted 
blood in pipette from bedside in- 
pocket or bag. Can be marked with 
wax pencil. Rubber cushion protects 
pipette tip. 

ea. $.60 doz. $6.00 gross $60.00 


BLOOD PIPETTE MOUTHPIECES 

|gj|| 

Vf A-2445A RED BLOOD 
II PIPETTE MOUTH. 

St PIECE only, for red cell 

I ]j pipettes, unbreakable, al- 

<qp cohol-proof, plastic. 

doz. $ .75 gr. $7.50 


PIPETTE CLEANING WIRES 



A-2450A WHITE BLOOD 
PIPETTE MOUTH- 
PIECE only, for white 
cell pipettes, unbreakable, 
alcohol-proof, plastic, 

doz. $.75 gr. $7.50 


ADAMS PIPETTE 
SUCTION APPARATUS 

« For use with red and white blood 
cell pipettes, Sahli pipettes, 
Lambda Micropets and others with 
capacities of less than 1 ml. 

® Particularly useful in handling 
radioactive isotopes 
© Gives fine control of liquid level 
... eliminates dangers of mouth 
suction 



A-2451 PIPETTE CLEANING WIRES, 

stainless steel for cleaning blood pi¬ 
pettes or any capillary bore. Plastic 
vial of 100, 6" wires. 

per vial of 100 $1.50 


*A-2473 IMPROVED ADAMS PI. 
PETTE SUCTION APPARATUS. 
Chrome plated metal with rubber 
adapter . ...each $2.25 


BLOOD PIPETTE TUBING 


SCHILLING BLOOD CHART 
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A-2995/0 BLOOD PIPETTE TUBING, pure gum, 

transparent, specially treated to give long life, 3 mm. 
bore, 1 mm. wall. 

per twelve feet $1.25 




A-2035 SCHILLING BLOOD CHART. Diagram of 
normal development of blood cells (Schilling) explaining 
pathologic shifts. Printed in full color on card stock, 

8 " x io" .each $1.85 
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Yankee Blood Pipette Shakers accomplish uniform mix¬ 
ing by a carefully controlled rocking motion imparted 
to the blood pipettes. The pipette is firmly gripped and 
held by stainless steel spring clips. It moves up and down 
in a controlled arc (not haphazardly), imparting a circu¬ 
lar motion to the bead in the pipette. An AC motor (not 
a vibrator) transfers the motion to the pipette and bead 
by means of an eccentric and connecting arm. 

The pipettes are shaken through a soft l /i" stroke 
with a rocking oscillation at the rate of 1550 per minute. 
This motion gives mixing in 30 seconds. Timer,adjust¬ 
able from 30 seconds to 60 seconds, automatically shuts 
off the unit at the end of the shaking time. This 30 sec¬ 
ond mixing time speeds up blood cell counting in the 
laboratory. 


HEADS: The two and six unit heads are interchangeable. 
All pipettes receive identical shaking on either 
size head. 

HOUSING: Cast aluminum attractively finished in baked 
gray hammertone enamel. Four rubber suction 
feet absorb vibration—will not creep. 

MOTOR: Induction type, operates on 110-115 volts, 60 
cycle, AC only. Transformer (A-22I5) available 
for 220 volt operation (see below). Controlled by 
adjustable 60 second timer. Lubricated by occa- 
sional drop of oil in two outside oil cups. 

SIZE and WEIGHT: 5 X 5 X high. Shipping weight 
6M tbs. 


* A-2290 YANKEE BLOOD PIPETTE SHAKER 

/or two pipettes .63fih $ 39.75 

*A-2290/6 YANKEE BLOOD PIPETTE SHAKER 

for six pipettes . each $45,00 



*A-2290H/2 TWO UNIT HEAD ONLY, interchangeable with 
six unit head . each $ 4.50 

*A-2290H/6 SIX UNIT HEAD ONLY, interchangeable with 
two unit head .each $ 9,00 

A-2215 TRANSFORMER /or operation oj Yankee Blood Pi¬ 
pette Shaker on 220 volts, 60 cycle, AC only ; capacity So 

V - A .each $ 9,00 

QUANTITY DISCOUNTS; On complete shakers, 3 to 5 units 5%, 

6 or more 10% 
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*A-2p30 ADAMS NINE UNIT LABORATORY COUNTER, 

eight keys and one totalizer each with range 0-999, and dual 
reset knobs, Supplied with full color chart for Schilling white 

blood cell count . each $ 88.50 

Shipping weight 5% lbs. 



*A-2010 ADAMS SIX UNIT LABORATORY COUNTER, 

five keys and one totalizer each with range 0-999, and dual 

reset knobs . each $67.50 

Shipping weight 4% lbs. 

QUANTITY DISCOUNTS: On A-2010 and A-2030 assorted, 

6 pieces—5%, 12 or more—10% 



*A-2025 ADAMS TWO UNIT LABORATORY COUNTER, 

two keys each with range 0-999 and single reset knob. Table 
model convenience permits placing the counter by the micro¬ 
scope, leaving the hands free when not actually using the in¬ 
strument . . each $19.50 

*A-2020 ADAMS ONE UNIT LABORATORY COUNTER. 

Similar to Two Unit Counter but with single key having range 
0-999 and single reset knob . each $ 9,75 



A-2000 HAND TALLY COUNTER. May be operated in 

either hand, held by inserting index finger thru the safety 
ring. Thumb pressure operates the lever which clicks to signal 
registration, Range is 0-999. Reset knob on the back quickly 
resets to zero point . . each $ 4.50 

A-2001 hand TALLY COUNTER (Imported). Same as 
above but range is 0-9999 and reset knob is on side. 

.each $ 4.90 


® Make blood counting less tedious 

© Bell automatically signals at each 100 
(on 6 and 9 unit counters) 

® Increase speed of counting and classifying 

• Reduce possibility of errors... all calculations are done 
automatically, including percentages 

The A-2030 and A-2010 ADAMS LABORATORY 
COUNTERS consist of nine and six counting units re¬ 
spectively. Each of the units records up to 999 and has its 
own key with the exception of the last unit at the extreme 
right, the totalizing unit which records the total number 
of strokes made on all the other keys. At 100, 200, 300, 
etc., the totalizing unit rings a bell. Thus, when the total¬ 
izing unit records 100, each of the figures corresponding 
to the individual keys automatically records percentages. 
Removable tabs are provided to write or type on the clas¬ 
sifications to be counted. 

Reset knobs at both left and right sides of counter add 
flexibility and permit left-handed or right-handed reset¬ 
ting with equal ease. Either knob resets all the keys to 
zero in one operation. 

With a little practice the instruments can be operated by 
touch so that undivided attention can be given to the 
microscope or other field. Key height permits finger tip 
operation with wrist resting comfortably on the table top. 


BLOOD SMEAR SLIDES' 



® Prevent blood from overflowing edges,soiling technician's hands 

© Avoid tendency of large cells to go to margin and small cells 
to remain in center 

A-1463 GOLD SEAL “ Margin-free ” BLOOD SMEAR SLIDES, 
packed one dozen to a box flo^n $ 65 

tAs suggested by Dr. Shushan, - 

Professor of Clinical Pathology 6 gr08S 5,80 per gr0SS 

at Louisiana State University. 
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Sahli-Adams HEMOMEIER Outfits 


acy ±1% 



NOTE: Unless otherwise specified Sahli-Adams Hemometers aro 
supplied with 17 gm. measuring tubes. 15.6 gm., 14.5 gm., and 13.8 
gm. tubes can also be supplied upon request. 


INCLUDE the following equipment: 

1 Plastic Hemometer housing complete with a set 
of non-fade color standards, either Plano-Parallel 
rectangular (A-2603) or Prismatic (A-2604) 

2 Square Hemometer tube 17 gram capacity, gradu¬ 
ated both in Sahli percentage system (17 gm. Hb 
per 100 ml. equal 100%) and a scale reading di¬ 
rectly gm. Hb per 100 ml, (A-2623) 

3 Sahli A/1 pipette with tubing and mouthpiece 
(A-2615/A1) 

4 Dropping pipette (A-170P) 

5 Glass stirring rod (A-2634) 

6 Bottle of hydrochloric acid (A-2630) 

7 Brush for cleaning measuring tube (A-2633) 

8 Hagedorn needle lancet in glass vial (B-2095). If 
preferred, 10 Redi-Lance (A-2565) can be supplied 
instead 

9 Waterproof, black leatherette covered case with non¬ 
absorbent, washable red plastic lining (A-2607) 


The Sahli-Adams HEMOMETER CASE 

® Accommodates both hemometer and combination 
outfits without addition of tray or other parts 

® Has adequate space for additional accessories such 
as syringes and blood collecting tubes 

A-2607 SAHLI-ADAMS COMBINATION CASE, W wide x 

3%" deep x 3%" high. Waterproof black leatherette cov¬ 
ered with non-absorbent red plastic lining . 63Cft $ 6.75 

QUANTITY DISCOUNTS: 12-23 -10%, 24 or more-15% 


A-2600 SAHLI-ADAMS PLANO-PARALLEL HEMOMETER 
OUTFIT, including rl-2603 Hemometer Housing complete 
with set of non-jade piano-parallel color standards, and 
equipment as given above .,.Oactl $ 17.50 

A-260T SAHLI-ADAMS PRISMATIC HEMOMETER OUTFIT, 
including A-2604 Hemometer Housing complete with set of 
non-jade prismatic color standards, and equipment us given 

above .each $ 20.50 


QUANTITY DISCOUNTS: Assorted outfits, A-2600 and A-2601, 12 to 23- 
10%, 24 or over 15%. May also be assorted with combination outfits on 
page 35. 



liliilHI 


HEMOMETER HOUSINGS and PARTS 


Two types of corrosion-resistant plastic housings with translucent opal white glass backs 


PLANO-PARALLEL 

t Two square non-fade glass standards 

§ Plane surfaces of standards provide uni¬ 
form comparison fields 

A-2603 PLANO-PARALLEL HEMOM¬ 
ETER HOUSING, for A-2600 Hemom¬ 
eter Outfit, complete with set of non¬ 
fade color standards . each $7,80 

A-2603/S SET OF PLANO-PARALLEL 
COLOR STANDARDS in bracket, for 
A-2603 . each $6.75 


PRISMATIC 

• Two prismatic non-fade glass standards 

© Standards and tube form continuous 
coior field without interrupting vertical 
bars for easier and more accurate color 
matching 

A-2604 PRISMATIC HEMOMETER 
HOUSING, for A-2601 Hemometer Out¬ 
fit, complete with set of non-fade color 
standards .. eSCll $ 10,80 

A-2604/S SET OF PRISMATIC COLOR 
STANDARDS in bracket, for A-2604. 

.each $ 9.75 


A-2606 TRANSLUCENT OPAL WHITE GLASS BACKGROUND for A-2603 or A-2604 
Hemometer Housings .gacf] $,75 

QUANTITY DISCOUNTS: 12-23 Of an item—10%, 24 or more-15% 
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Sahli-Adams HEMOMEIER and HEMACYTOMETER 
____. Combination Onlfits j 


Include all equipment listed for Hemometer Outfit PLUS: 

10 Hemacytometer chamber (Levy, Hy-Lile or Bright- 
Line as noted below) with two rectangular cover 
glasses 

11 One each Yankee A/1 red (A-2445fAl)and white 
(A4450/A1) blood pipette with tubing and 
mouthpiece 

12 Two Yankee pipette closures (A-2443) 

13 Bottle of acetic acid (A-2631) 

14 Bottle of Huyem’s solution (A-2632) 

15 Automatic blood lancet. (A-2562X) in place of 
Hagedorn needle lancet. If preferred, 50 Redi- 
Lance (A-2565) can be supplied instead of Auto¬ 
matic lancet • 

16 Metal cover glass box (A-1429) 

NOTE: Ollier chambers and Bureau of Standards certified 
chambers, cover glusscs and pipettes can lie supplied with 
these outfits at a corresponding change in price. 


WITH SAILS A/1 PIPETTES All YANKEE 
A/1® BLOOD PIPETTES...ACCURACY ±1% 








A-2610 


A-2610 SAHLI-ADAMS COMBINATION PLANO-PARALLEL 
HEMOMETER AND HEMACYTOMETER OUTFIT, in¬ 
cluding A-2600 Hemometer Outfit, A-2900 Levy Counting 
Chamber with two cover glasses und equipment as listed 

^ove .each $32.30 

A-2610/H SAME as A-2610 but with A-2901 Ily-Lite chamber in 
place of Levy chamber .... each $ 36.80 

A'2610/B SAME as A-2610 hut with A-2440B Bright-Line cham¬ 
ber in place of Levy chamber . each $ 36,80 


A-2611 SAHLI-ADAMS COMBINATION PRISMATIC HE- 
MOMETER AND HEMACYTOMETER OUTFIT, including 
A-2601 Hemometer Outfit, A-2900 Levy Counting Cham¬ 
ber with two cover glasses and equipment as listed above. 

...each $35.30 

A-2611/H SAME as A-2611 but with A-2901 Hy-Lite chamber in 
place of Levy chamber . each $39.80 

A-2611 /B SAME ns A-2611 but with A-2440B Brite-Line cham¬ 
ber in place of Levy chamber . each $ 39.80 


QUANTITY DISCOUNTS: applying to assorted outfits, 12 to 23-10%, 24 or more-15%, May also be assarted with A-2G00 and A-2601 on page 34, 


Sabi HEMOGLOBIN PIPETTES 


, STRAIGHT BORE MEASURING PIPETTES 
'GRADUATED AT20cu.mm.MARK 


Clear markings permanently fused into glass ... will not wear or wash out... easily read against opal back 
$ Individually packaged .,, each in a box, one dozen boxes to a nest 
® Supplied with tubing and mouthpiece 


SAHLI A/1 Guaranteed accuracy of +1% 


SAHLI Meets If. S. Bureau of Standards tolerances 


SAHU */i 


A-2615/A1 SAHLI A/l HEMOGLOBIN PIPETTE, guaranteed 

accuracy of ±1%, represents highest quality of material and 
workmanship, complete with 10" transparent tubing and 
unbreakable mouthpiece . each $1.75 dozen $17.40 


QUANTITY DISCOUNTS: On A-2615/A1 and A-2615, 3 dozen-10%, 
6 dozen—20%. May be assorted in minimum units of one dozen. 
Oil A-2615/BS, 3 dozen-10%. 


A-2615 SAHLI HEMOGLOBIN PIPETTE, guaranteed to meet 
U. S. Bureau of Standards accuracy tolerances of ±2%, 
complete with 10" transparent tubing and unbreakable 
mouthpiece . each $1.10 dozen $10.80 


A-2615/BS SAME AS ABOVE BUT CERTIFIED BY V. S. Bu¬ 
reau of Standards . each $4,00 dozen $43,20 
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Sahli-Adams HEMOMETER TUBES Round and Square 


S ahli-Adams Hemometer Tubes are intended for use only with Sahli- 
Adams Bemometers. (Round tubes should be used only ivith round color stand¬ 
ards and square tubes with piano-parallel and prismatic color standards.) All tubes 
have double graduations, a yellow scale indicating grams hemoglobin per 100 ml. 
of blood', and a second scale in a second color which gives direct readings in per¬ 
centages based on the Wintrobe, Haldane, Sahli, Baden or Leitz standards. 
Square tubes, supplied with stirring rods, are individually boxed and packed 
twelve to a carton, 




SECOND SCALE 



Cat. No. 

Square 
or round 

Graduation: 
percent Hb. f 

Color 

Standard 

Each 

Dozen 

A-2617 

Round 

14.5 gm. 

red 

Wintrobe 

$1.10 

$11.88 

A-2618 

Round 

17.0 gm. 

blue 

Sahli 

1.10 

11.88 

A-2619 

Round (Leitz) 

13.8 gm. 

red 

Haldane 

1.10 

11.88 

A-2620 

Square 

13.8 gm. 

black 

Haldane 

2.00 

20.00 

A-2621 

Square 

14.5 gm, 

red 

Wintrobe 

2.00 

20.00 

A-2622 

Square 

15.6 gm. 

green 

Haden 

2.00 

20.00 

A-2623 

Square 

17.0 gm. 

blue 

Sahli 

2.00 

20.00 


Graduation Yellow Scale on all tubes: grants Hb. per 100 ml. of blood. 
fFigures in this column are the gm, Hb. in 100 ml. which equal 100% for a given tube. 

QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 




Ulrich HEMOGLOBIN PIPETTES 

FOR USE WITH SAHLI HEMOMETERS 


The Ulrich Hemoglobin Pipette is graduated at the 20 
ctnrn. mark, above which is a bulb having a capacity ap¬ 
proximately 10 times that of the capillary. With this pi- 
pctte, blood can be taken at bedside or office, be diluted 
immediately with hydrochloric acid and transported to the 
laboratory for later testing, The A-2443 pipette closures 
described on page 31 are recommended for transporting 
filled Ulrich pipettes. 

A-2616 ULRICH HEMOGLOBIN PIPETTE, complete with 10 " 
rubber tubing and plastic mouthpiece. Packed each in a box, 
and one dozen to a carton .... . Bag|j J f gtj 

QUANTITY DISCOUNTS; 12 to 23-10%, 24 or more—15% 



A-2455 NEWCOMER PIPETTE, 5 ml. capacity. For dilutions 1 
in 500 and 1 in 250. •Supplied with 10" transparent tubing 
and unbreakable mouthpiece .Each $ 3.75 

A-2630 HYDROCHLORIC ACID in % ounce Bottle, Fr. square 
with bakelite screw cap. Permanently labelled .... Each $.25 

A 2631 ACETIC ACID in \ ounce Bottle, Fr, square with bake¬ 
lite screw cap. Permanently labelled . Each $.25 

A-2632 IIAYEM'S SOLUTION in % ounce Bottle, Fr. Square 
with bakelite screw cap. Permanently labelled . Each $ .25 




A-2633 BRUSH for cleaning tubes . Each $ ,25 

A-2634 GLASS STIRRING rod, 5%".Each $ .10 


A-170/P DROPPING PIPETTE . Dozen $ .60 Gross $5.10 


QUANTITY DISCOUNTS: 

Except A-170/P, 12 or more of an item 10%, 24 or more 15% 
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SalHaden HEMOMETER and COMBINATION OUTFITS 


1 Permanent glass standard presented in three progressive de¬ 
grees of darkness facilitates accurate reading...provides read¬ 
ings even after correct dilution has been passed 

Glass prisms place standards and unknown in a continuous field 
for accurate comparison 

Focusing magnifier enlarges field...eliminates extraneous light 

Utilizes short square dilution tube graduated to read in grams 
Hb. per 100 ml. of blood in 0.2 divisions gt 

Ulrich Pipette permits bedside ]{ 

dilution for later office or a -2641 j t 

laboratory analysis 1 ' 


Comparison field 


SAHU-HADEN HEMOMETER OUTFITS INCLUDE: 

1 Hemometer housing (A-2641) complete with 
— Focusing magnifier anil opal glass back (A-2650) 

— Square graduated hemometer tube (A-2616) 

- Two light filters, for daylight (A-2648) and electric 
light (A-2649) 

2 Ulrich Pipette with tubing and mouthpiece 
: . (A-2616) 

3 Dropping Pipette (A-170P) 

4 Glass stirring rod (A-2634) 

5 Bottle of Hydrochloric acid (A-2630) 

6 Brush for cleaning hemometer tube 
: (A-2633) 

7 Waterproof, black leatherette covered case 
with non-absorbent washable red plastic 

, lining (A-2647) 


A-2640 SAHLI-HADEN HEMOMETER OUTFIT includ¬ 
ing all equipment as listed above .each $ 22.00 

A-2641 SAHLI-HADEN HEMOMETER HOUSING ONLY, 

complete with focusing magnifier and opal glass hack 
(A-2650), square hemometer lube (A-2616) and two 
light filters (A-2648 und A-2619) . each $15.80 


Furnished with Yankee A/1® pipettes 
.,. accuracy ± 1 % 



A-2645 Combination Outfit 


SAHLI-HADEN COMBINATION OUTFITS INCLUDE: 

all equipment listed at left PLUS the following: 

8 Hemacytometer chamber (Levy, Hy-Lite or 
Bright-Line as noted below) with two 
rectangular cover glasses 

9 One each Yankee A/1 red (A-2443 jAl) 
and white (A-2450/A1) blood pipette with 
tubing and mouthpiece 

10 Three Yankee Pipette Closures (A-2443) 

11 Bottle of acetic aid (A-2631) 

12 Bottle of Harem’s solution (A-2632) 

13 Metal cover glass box (A-1429) 

NOTE: Other chambers and Bureau of Standards certified cham¬ 
bers, cover glasses and pipettes can be supplied with the 
above outfits at a corresponding change in price. 

A-2645 SAHU-HADEN COMBINATION HEMOMETER 
AND HEMACYTOMETER OUTFIT including A-2900 
Levy Counting Chamber with two cover glasses and 
equipment as listed above .each $ 36.00 

A-2645/H SAME AS A-2645 but with A-2901 Hy-Lite 

Chamber in place of Levy Chamber .each $ 40.50 

A-2645/B SAME AS A-2645 but with A-2140B Bright- 
Line Chamber in place of Levy Chamber .each $ 40.50 


© Accommodates both Sahli-Haden and Haden-Hausser Hemometer 
and combination outfits without addition of tray or other parts 

« Has adequate space for additional accessories such as syringes 
and blood collecting tubes 

A-2647 COMBINATION CASE. Waterproof black leath¬ 
erette-covered case with lion-absorbent red plastic lin¬ 
ing. fill i" wide x 4%" deep a: 314" high . each $ 7.15 


A-2646 SAHLI-HADEN SQUARE HEMOMETER TUBE, 
graduated from 2 to 18 grams in 0.2 divisions . each $ 2.25 

A-2616 ULRICH HEMOGLOBIN PIPETTE, described 

on opposite page .each $ 1.35 

A-2648 LIGHT FILTER ONLY FOR USE WITH DAY¬ 
LIGHT, ground glass .each $ .50 

A-2649 LIGHT FILTER ONLY FOR USE WITH ELEC¬ 
TRIC LIGHT, Duylite glass . each $ .50 

A-2650 opal glass plate only. each $ .50 


QUANTITY DISCOUNTS: 12 pieces 10%, 24 pieces 15%, All outfits on this page, including A-2641, may be assorted. 
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Haden-Hausser LABORATORY HEMOMETE1 

, WEDGE TYPE ACID MATIN INSTRUMENT WITH BUILT-IN LIGHT SOURCE 


*A-2667 METAL HOLDER ONLY, /or A-2666 Com¬ 
parator Slide ...83Cll $ 1.00 

*A-2668 COMPARATOR SLIDE ONLY, 'without 
metal holder or cover glasses .each $17.00 

*A-2669 RECTANGULAR COVER GLASS ONLY 
for A-2666 Comparator Slide .83Ch $ 1.00 


Furnished with Yankee A/1 ® pipette ... accuracy ± 1% 

© Accuracy checked at laboratory of Drs. R. L. Haden and Van Slyke 
by direct comparison with Van Slyke oxygen consumption and iron 
determination methods 

, High coincidence of spectral response between permanent glass 
standard and acid hematin 

• Four progressive color fields of unknown presented for comparison 
against constant intensity permanent glass standard to facilitate 
accurate reading 

© Places unknown and glass standard colors in continuous field for 
accurate comparison 

«Focusing magnifier enlarges field... eliminates extraneous light 

* Simple, fast and efficient technique... operator can work with 
several blood samples at one time 


*A-26G6 COMPARATOR SLIDE COM¬ 
PLETE for Haden-Hausser Laboratory 
Hemometer, with wedge-shaped channel, 
non-fading glass color standard and he¬ 
moglobin gram scale in metal holder with 
two cover glasses . each $ 20.00 


REPLACEMENT PARTS 


With the Haden-Hausser Laboratory Hemometer, hemoglobin con¬ 
tent is determined by matching progressive thicknesses of blood 
sample, previously diluted with N/10 hydrochloric add, against per¬ 
manent glass standard. 

Instrument consists of removable comparator slide and housing 
containing light source and focusing magnifier. Complete comparator 
elide, supplied with two cover glasses, has wedge-shaped channel for 
holding blood sample, non-lading glass standard and hemoglobin 
gram scale, all mounted in metal holder. The hemoglobin gram scale 
ranges from 7.5 to 19 grams in Vi gram intervals to II), in 1 gram 
intervals to 19. 

Durable baked bakelite base, 6 '/j" wide x 3’/s" deep x 6" overall 
height, has hinged top, with focusing magnifier attached and push 
button release for ease in changing bulbs. Light source controlled by 
“on-off” switch on side of housing. Unit uses standard 15 watt frosted 
Mazda bulb and operates on 110-115 volts, AC or DC. 

*A-2663 HADEN-HAUSSER LABORATORY HEMOMETER, 

complete with comparator slide and two cover glasses 
(A-2666), 15 watt frosted bulb, and one Yankee A/1 
white cell diluting pipette with tubing and mouthpiece 

U-24S0/A1) .each $57.95 

*A-26G4 SAME AS ABOVE but with fitted leatherette case. 

.each $72.00 

*A-2685 DAYLIGHT FILTERS for Haden-Hausser Labo¬ 
ratory Hemometer .....Set of Two $ 1.00 

A-2450/A1 YANKEE A/1 WHITE CELL BLOOD DILUT¬ 
ING PIPETTE with tubing and mouthpiece 

.....each $2.00 dozen $20.00 


A-2658 COMPARATOR SLIDE for Haden-Hausser 
Clinical Hemometer, consisting of wedge-shaped 
channel, non-fading glass color standard and 
hemoglobin gram scale in metal holder, without 

cover glass .. .each $ 8.00 

A-2659 COVER GLASS ONLY for Haden-Hausser 
Clinical Hemometer . each $ .70 

A-2660 BLUE GLASS FILTER FOR USE WITH 
DAYLIGHT on Haden-Hausser Clinical Hemom¬ 
eter (grooved) . each $ .50 

A-2661 BLUE GLASS FILTER FOR USE WITH 

ELECTRIC LIGHT on Haden-Hausser Clinical 
Hemometer . .......each $ .50 

A-2647 COMBINATION CASE for Haden-Hausser 
or Sahli-Huden Hemometer and Combination Out¬ 
fits. Waterproof black leatherette-covered case 
with non-absorbent red plastic lining. 6%" ivide 

x 41s" deep x 3Vi" high . each $ 7.15 

QUANTITY DISCOUNTS: 12 to 23 pieces -10%, 24 or more -15% 
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Haden-Hausser CLINICAL Hemometer and Combination Outfits 


A SIMPLIFIED WEDGE TYPE ACID HEMATIN INSTRUMENT 

» Principle and technique same as for Laboratory model 
described on page 38 but without built-in light source... 
uses same glass for permanent standards - similar com¬ 
parator slide and focusing magnifier... provides same 
degree of accuracy 

1 Three progressive color fields of unknown presented for 
comparison against constant intensity glass standard to 
facilitate accurate reading 

Hemoglobin gram scale 7.5 to 18, in % gram intervals 
to 10, in 1 gram intervals to 18 

Compact size... long x 2" deep x 2%" overall height 



Furnished with Yankee A/1 ® Blood pipettes 
... accuracy ± 1 % I 


Comparison field 



CLINICAL HEMOMETER OUTFITS INCLUDE: 

1 Hemometer housing and focusing magnifier 
(A-2656). complete with 

—Comparator slide (A-2658) consisting of wedge-shaped 
channel for blood sample, non-jading glass color stand¬ 
ard and hemoglobin gram scale in metal holder 
— One cover glass (A-2b59l 

- Two blue glass light filters; for daylight (A-2660) and 
electric light IA-2661 > 

2 Bottle of hydrochloric acid (A-2630) 

3 Waterproof black leatherette covered case with 

non-absorbent, washable red plastic lining 
(A-2647). Accommodates complete 
Combination Outfits with additional space 
for other accessories. 


CLINICAL COMBINATION OUTFITS INCLUDE 
all equipment listed at left PLUS the following: 

4 Hemacytometer chamber (Levy, Hy-Lite or 
Bright-Line as noted below) with two 
cover glasses 


5 One each Yankee A/1 red (A-2445A/1) and 
white (A-2450A/1) blood pipette with tubing 
and mouthpiece 

6 Two Yankee Pipette Closures (A-2443) 

7 Bottle of acetic acid (A-2631) 

8 Bottle of Hayem's solution (A-2632) 

9 Metal cover glass box (.4-1429) 


A-2655 HADEN-HAUSSER CLINICAL HEMOM- 
ETER OUTFIT including all equipment us noted 
above ... .each $22.50 

A-2656 SAME AS A-2655 above but without hydro¬ 
chloric acid or case .....each $15.50 

ABOVE WITH A-2450/A1 YANKEE A/1 WHITE 
CELL DILUTING PIPETTE. add $2.00 


A-2657 HADEN-HAUSSER COMBINATION CLINICAL 
HEMOMETER AND HEMACYTOMETER OUTFIT 
including A-2900 Levy Counting Chamber with tivo cover 
glasses and equipment as listed above .each $35.80 

A-2657/H SAME AS A-2657 but with A-2901 Hy-Lite 

Chamber in place of Levy Chamber .each $40.30 

A-2657/B SAME AS A-2657 but with A-2440B Bright-Line 
Chamber in place of Levy Chamber .each $ 40.30 


QUANTITY DISCOUNTS: For assorted outfits, 12to23-10%,24ormore-15% NOTE: Other chambers and Bureau of Standards certified chambers, 

cover glasses and pipettes can he supplied with the above 
outfits at a corresponding change in price. 
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wintrobe Blood Sedimentatioo Apparatus 

Backs for Wintrobe Tubes Wintrobe Hematocrit Tube 


PRECISE STURDY CONSTRUCTION 
INSURES PERPENDICULAR POSITIONING 
OF WINTROBE HEMATOCRIT TUBES 


:, i ij, 


WITH INDELIBLE MARKINGS 


l||fl|llll|llll|lllt|llll|llll|lMl|llll|llll|llll|llll|llll|llll|llll[llll|llll|llll|llll[llll|llll|iril| | 


A-2456 WINTROBE HEMATOCRIT TV BE, graduated from 0 
to 100 upward, from 0 to 100 downward, 3 mm. bore. All 
markings permanently jused into glass—will not wear or 
wash out. Can be used in centrifuge shields which hold IS 
ml. tubes without adapter. Supplied with rubber cap. Packed 
each in a box, 1 dozen to a carton. 


.Each $ .90 Dozen $ 9.60 


QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 

Reference: Wintrobe and Landsbcrg, Am. J. Med. Sc., Jan. 1935 


A-2454 With A-245G tubes 


A-2454 RACK, 3 UNIT, FOR WINTROBE SEDIMENTATION 

TEST, with gray crinkle finish base and chrome-plated up¬ 
right . each $4.50 



CT-2190 CENTRIFUGE SHIELD ADAPTER, aluminum, for 
15 ml. fCT-1900, CT-2000, CT-2101 or CT-2101/A) centrifuge 
shields to hold Wintrobe Hematocrit Tube. Supports tube in 
shield, preventing breakage .each $ 1.00 




Pipettes and Cannulas 


FOR WINTROBE TESTS 
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A-2468 with A-2456 tubes 


*A-2468 RACK, 10 UNIT, for WINTROBE SEDIMENTATION 

TEST. Heavy sheet steel base finished in baked gray ham- 
mertone enamel, has spirit level and 3 levelling screws to 
adjust for variations in table surfaces. Chrome-plated brass 
cross bar, with spring activated pressure buttons, seats the 
tubes firmly in precision-notched blue anodized aluminum 
support bars. Positions are numbered for identification. 
Base is 8 " * 5" * Shipping Weigh 3% lbs, 

..Each $27.50 


A-2469 PIPETTE FOR WINTROBE SEDIMENTATION TEST. 
Consists of stainless steel cannula with Liter hub (A-2453), 
glass observation tube with ground Luer tip (A-1006B) and 
rubber bulb. Packed each in a box. 

. Each $1.20 Dozen $12,00 



A-2453 CANNULA FOR WINTROBE SEDIMENTATION TEST. 

5V stainless steel cannula with Luer hub, The hypodermic 
syringe used for talcing blood sample from patient can be 
used with this cannula to introduce the oxalated blood into 
Wintrobe tubes. Packed each in a box, one dozen to a carton. 

.Each$.85 Dozen$8.50 


A-2457 PIPETTE WITH STAINLESS STEEL CAPILLARY 
TUBE, FOR WINTROBE TEST. Can be used for siphon 
cleaning of Wintrobe Tubes, Packed each in a cardboard 
tube, one dozen to a box. 

.Each $.60 Dozen $6.00 


A-2457 /G GLASS PIPETTE FOR WINTROBE TEST. Packed 
each in a cardboard tube, one dozen to a box. 

..Each$.35 Dozen$3.60 

QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 
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*A-3525 HEMATOCRIT TUBE CLEANER-12 UNIT, 

12 U-shaped tubes joined at the top to single suction 
outlet which can be connected by rubber tube to 
standard water suction apparatus such as the Adams 
Aspirator (A-3500). Hematocrit tubes are inverted 
over the U-shaped tubes and the entire cleaner 
placed in a 250 ml. beaker or similar container in a 
sink. Water is allowed to run into the beaker to pro¬ 
vide constant supply. When suction is turned on, 
continual water flow washes the tubes. Up to one 
dozen hematocrits can be cleaned at a lime, Cleaner 
only, all stainless steel, without suction apparatus. 

. Each $21.00 


A-3S25 Cleaner 

« in a 250 ml. beaker 
with A-3500 Adams 
Aspirator attached. 
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The Physician’s Outfit for the Wintrobe Blood Sedi- 
mentation Test includes all apparatus necessary for per¬ 
forming this test in a physician’s office. The Adams Safety- 
Head Centrifuge, CT-1002 (see page 2), is recommended for 
this test as fulfilling the centrifugal force requirements. The 
Outfit includes: 

• Rack for 3 Wintrobe Tubes (A-2454) 

• Three Wintrobe Hematocrit Tubes (A-2456) 

• Two Centrifuge Shield Adapters (CT-2190) 

® Best Calculator (A-2452) 

• Single Unit Hematocrit Tube Cleaner (AS520) 

• Two Syringe Cannulas (A-2453) 

*A-2448 PHYSICIAN’S OUTFIT for the Wintrobe Blood Sedi¬ 
mentation Test, including equipment listed above. 

Each $15.50 


Sedimentation Rate CALCULATOR 


This Calculator presents 
in compact form a rapid and 
simple method for calculating 
Wintrobe Sedimentation Rate 
corrected for red cell volume. 
The uncorrected sedimentation 
rate is lined up with the hema¬ 
tocrit reading, and the corrected 
sedimentation rate for male or 
female is read directly. Made of 
heavy gauge vinyl plastic, 4%" 
diameter. Supplied each in a 
plastic envelope. 


*A-2452 BEST CALCULATOR FOR WINTROBE SEDIMEN¬ 
TATION RATE . ..Each $ 1.50 Dozen $ 15.00 

REI' William R. Best, M.D., “A Slide Rule to Correct’ the Sedi¬ 
mentation Rate for AnemiaAmer. Jrl. Clinical Pathology, 
Pol. 20, No. 1, January, 1950. 



*A-3520 HEMATOCRIT TUBE 
CLEANER - SINGLE UNIT, 
U-shaped tube with rubber tubing 
adapter to connect with suction ap¬ 
paratus. Stainless steel. Used in 
same way as A-3525 above. 

.each $3.00 dozen $30.00 


* A-3500 ADAMS ASPIRATOR. Efficient, polyeth¬ 
ylene suction apparatus, complete with universal 
faucet attachment, non-splash screen and three 
feet of rubber tubing. 

.each $5.00 dozen $50.00 

(See Illustration above and detailed description ott page 30.) 


Wintrobe 

Sedimentation 

CHART 


A-2458 WINTROBE SED¬ 
IMENTATION CHART 
for correction of sedimen¬ 
tation rate according to 
volume of packed red 
cells. 13Vi" x 14", heavy 
cardboard .each $ 1.00 
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SPRING MECHANISM at base provides aq airtight 
pipette closure 

SMOOTH ACTING stainless steel spring with a V 2 " 
excursion permits easy one hand introduction and 
removal of pipettes 

EASILY CLEANED-blood cannot enter the 
spring mechanism 

PRECISE STURDY CONSTRUCTION insures vertical 
positioning of pipettes 

PIPETTE HOLDERS NUMBERED for ease in 


Westergren Sedimentation Outfits are available with 
racks to accommodate 3, 6 and 10 pipettes. The racks 
are made with a heavy cast metal base, gray hammertone 
finished, and carefully aligned. Bright metal parts are 
chrome plated. Bases have rubber top spring adapters 
which correspond to fittings in the top bar. The choice 
of a particular outfit will depend on the volume of tests 
to be performed. 


PHYSICIAN'S OUTFIT...3 Unit 


*A-2480 PHYSICIAN’S WESTER- 
GREN OUTFIT, consisting of 
3 unit Westergren Blood Sedi¬ 
mentation Rack (A-2481) i vith 
3 Westergren pipettes (A-2482), 

.per outfit $15.50 

♦A-2481 PHYSICIAN’S WESTER¬ 
GREN BLOOD SEDIMENTA¬ 
TION RACK, 3 unit, rack only 

.Each $ 12.75 

SHIPPING WEIGHT 5 LBS. 


I 



j| CLINICAL OUTFIT...6 Unit 

| *A-2484 CLINICAL WESTERGREN OUTFIT, consisting of 6 
gL unit Westergren Blood Sedimentation Rack (A-2483) with 
:|i 6 Westergren pipettes (A-2482) . per Outfit $ 23.50 

e;| ; ’"A-2483 clinical westergren blood sedimenta- 

•jj TION RACK, 6 unit, rack only . Each $ 18.00 

SHIPPING WEIGHT 7 LBS. 


HOSPITAL OUTFIT.,.!© Unit 


.... 
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♦A-2486 HOSPITAL WESTER , 
GREN OUTFIT, consisting of 
10 unit Westergren Rland Sedi¬ 
mentation Rack (A-2483) with 
10 Westergren pipettes (A-2482), 
.per outfit $ 33.00 

*A-2485 HOSPITAL WESTER- 
GREN BLOOD SEDIMENTA- 
TION RACK, 10 unit, rack 

only .Each $24.00 

SHIPPING WEIGHT 8Va LBS. 


V^:-J 


A-2482 WESTERGREN BLOOD SEDI- 
MENTATION PIPETTE, 300 mm. long 
with a bore of 2.13 to 3 mm. Gradu¬ 
ated from top to bottom 0 to 200 mm. 
in 1 mm. graduations. All graduations 
are permanently fused into the glass- 
will not wear or wash out. Packed 
each in a cardboard tube. 

...■■ ■Each $ .90 dozen $ 9.00 
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ELIMINATES VENIPUNCTURE-only a drop of 
finger puncture blood required 
MINIMIZES POSSIBILITY OF ERROR-same pipette 
used for taking sample and for test 
REDUCES TEST TIME 
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i The Two Unit Outfit 
(A-2470) con bo used for 
home visits, office visits 
or in the hospital, 
Supplied in an attractive 
wooden box which fits eas¬ 
ily into the doctor's hag. 


1 The larger ten unit 
J apparatus (A-2475), 
shown at right, is 
intended for office and 
hospitaluHe.lt has a 
**** sturdy, cast-iron base to 
prevent tipping or 
slinking during the tost. 


♦A-2470 LANDAU-AD AMS MICItOSEDIMENTATION 
OUTFIT, including 

• Two Unit Rack (A-2471) 

• Two Micromlimentation Pipettes (A-2472) 

• Adams Improved Suction Apparatus (A-2473) 

• Bottle of 3% Sodium Citrate Solution (A-2474) 

• Automatic Blood Lancet (A-2562/X) 

• Wooden Case (A-2470/C) 

each $21,00 




Lj * A-2475 ten unit 

LANDAU-ADAMS RACK, 

_. °niy .Each $24,00 

♦A-2471 TWO UNIT LANDAU-ADAMS RACK, only, 

.Each $9.90 

♦A-2472 LANDAU-ADAMS MICROSEDIMENTATION 

PIPETTE, 120 mm. long with markings 12.5 mm. and 62.5 
mm. from the tip and graduations from 0 to 50 mm., in 1 
mm. divisions. Scale, black with a background of milk white 
glass for case in reading . Each $ 1.50 D0Z6n $ 16.20 

♦A-2473 ADAMS IMPROVED SUCTION APPARATUS only, 
can also ha used with hemacytometer and other pipettes, 

.Each $2.25 

A-2474 bottle of 5 % sodium citrate . Each $.30 

* A-2470/G WOODEN CASE only for Lnnduu-Adums Micro¬ 
sedimentation Apparatus . Each $ 4.00 

REFERENCE: A. Landau, Am. J. Dis. Child., April 1933. Vol. 45, 

No, 4, pp. 691-733. 


CUTLER Sedimentation Apparatus 



A-24G2 CUTLER BLOOD SEDIMENTATION TUBE, 5 ml., 13 
mm. .x 100 mm. Markings at 0.5 ml. and 1.0 ml, Graduated 
between 1 ml. and 5 ml. in millimeters, each equivalent to 
0.1 ml, of liquid. Numbered 0 to 40 mm. Graduations per¬ 
manently fused into glass, and will not tuear or wash out. 
Packed each in a box, one dozen to a carton. 

.Each $.60 dozen $6.00 



A-2463 CUTLER BLOOD SEDIMENTATION TUBE, 1 ml., 5 
mm. x 70 mm. Graduations are 0 to 40 in millimeter divi¬ 
sions, the zero being at the. 1 ml, point. Graduations perma¬ 
nently fused into the glass and will not wear or wash out. 
Recommended for the Rouleaux technic. Packed one dozen 
to a box . Each $ ,60 dozen $ 6.00 
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fl-2464 A-2464/R 

A-2464 CUTLER BLOOD SEDIMENTATION CHART, 60 min¬ 
ute Technic. 

per pad of 50 charts $ .75 per dozen pads $ 7,80 

A-2464/R CUTLER BLOOD sedimentation CHART, 30 

minute Rouleaux Technic. 

per pad of 5(1 charts $ ,75 per dozen pads $ 7,80 


REFERENCES: J. W, Cutler, American Review of Tuberculosis, November 1943. Journal of Laboratory and Clinical Medicine, December 1940. 
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BEST ANEMIA CLASSIFIED 


BLOOD CONSTANTS CALCULATOR 


A circular slide rule, which provides a simple and 
rapid means for classifying the anemias—given the red blood 
count, the hematocrit, and the hemoglobin. The Mean Cor¬ 
puscular Hemoglobin can he read either in micromicrograms 
or as color index. The Mean Corpuscular Hemoglobin con¬ 
centration can be read either in percentage, as saturation 
index, as normochromic, or hypochromic. The Mean Cor¬ 
puscular Volume can be read either in cubic microns, as 
volume index, as microcytic, normocytic, or macrocytic. 

Indicates both normal range and blood constant 
values for male and female, plus the range of error for each 
of the tests. Automatically compensates for type of hemo- 
globinometer used. 

The Classifier is attractively printed in four colors 
on heavy gauge plastic. 









*A-2466 BEST ANEMIA CLASSIFIER, in plastic envelope, 

5%" ac 6".each $5.00 dozen $50.00 

QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


REFERENCE: Dr. William R, Best, Univ, of Illinois School of 
Medicine, “Hematological Slide Rule for Calculating the Corpus¬ 
cular Constants," Journal of Laboratory and Clinical Medicine 
March 1949. 
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ADAMS ICTERUS INDEX COMPARATOR 


§ A simple, rapid, semi-quantitative test 

• Gives indication of serum bilirubin level 

9 Comparator tubes fit into spaces on Wintrobe 
Sedimentation Test Rack for greater 
convenience, quicker comparison 

The Adams Icterus Index Comparator measures the 
degree of yellow color in plasma or serum by comparing it 
with the color of standard solutions of potassium dichro- 
raate^ The standards correspond to 1,2, 5, 7,5, 10,15, 20, 25, 
SO, 75 and 100 units of potassium dichromate per 10,000 parts 
of water. These standards are in the same type of tubes as 
the hematocrit tithes in which the samples are centrifuged. 
Comparisons for Icterus Index must be made with the sam¬ 
ple m a hematocrit tube. 

For greatest convenience and simplicity, the Wintrobe 
lube should be placed in a 10 Unit Wintrobe Sedimentation 
Test Rack. The spaces between the Icterus Index standards 
are exactly the same as those between the hematocrit tubes 
on the Rack. These Racks are precision constructed to assure 
perpendicular positioning of the tubes. They have a spirit 
level and three leveling screws to adjust for uneven table 
tops. 

*A-2490 ICTERUS INDEX COMPARATOR with standards for 

with wooden caw '^^ ° nd 100 lmits > ^ lied 

.Each $ 15.00 

*A-2468 10 UNIT RACK for Wintrobe Hematocrit Tubes. 

.Each $27.50 

♦A-249 1 individual icterus index standards for 

which) ' ' 10> IS ’ 20 ’ 25 ’ 75 a,ul 100 units (specify 

.......Each $ 1.20 









A-2490-Shown 
In use with 
A-2468 Rack for 
Wintrobe Tubes 
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Haden-Hausser DIFFRACTOMETER 

ER YTHiOCYTOiETEI! 

For measuring microscopic particles 
by the diffractometric method 

This instrument wus designed for mean- lamp. The housing is made of bukelite 

tiring the mean diameter of blood cor* mounted into a sturdy metal base, 
Dundee ns well as other microscopic 

particles by the diffraction method. The The instrument can be used with 
seule on the instrument supplied for three types of specimens: fixed or 

measuring corpuscles ranges from 5 to stained films moiyitcd in physiological 

ID N'lerotm. If this range is not ade- salt solution or water, in suspension, 

quate, special discs can he supplied to and with unfixed films. In addition to 

chunge the range from 2 ] / 2 to 5 or from measuring the mean diameter of the 

10 to 20 microns. The light source is a corpuscles of the specimen it cun also 

standard fifty watt, 11(1 volt projection he used to record unisocytosis. 
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i Large holes permit easy comparison of blood sample 
and color scale 

i Presents equivalent values in grams Hb. per 100 ml. of 
blood alongside percentage values, based on 15.6 
grams Hb. per 100 ml. of blood equals 100% 
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The color scale in this improved Tall- 
qvist-Adams Hemoglobin Scale was de¬ 
veloped by actually matching many 
hundreds of samples of blood which 
were checked by basic methods of he¬ 
moglobin determination, 

The hooks are 1% x3%" and have 38 
sheets of test papers perforated to pro¬ 
vide a total of 152 tests. The papers 
used in these scales are of a controlled 
quality to meet rigid specifications for 
absorption, color, and chemical compo¬ 
sition. 

A-2510 

TALLQVIST-ADAMS hemoglobin scale 

-...each $1.10 dozen $10.80 


QUANTITY DISCOUNTS; 3 dozen 10%, 6 dozen 20% 


with recording range from 5 to 10 mi¬ 
crons complete with suspension cham¬ 
ber . each $60.00 

* A-2529 Same, but with caie.oaCll $72.00 

*A-2529/B Special disc to change record¬ 
ing range from 2% to 5 microns 

.each $8.00 

*A-2529/C Special disc to change record¬ 
ing range from 10 to 20 microns 

.each $8.00 

*A-2529/D Specially frosted HO watt pro¬ 
jection lamp bulb .each $ 1.00 





A-2529/F Chamber for Suspensions 


chamber and cover glass properly assembled 

*A-2529/F Chamber with cover glass for 
measuring specimens in suspension 

...each $5.00 

*A-2529/G Cover glass only for A-2529/F, 
25x38 mm. x 1 mm, thick 

.each $ .20 


REFERENCE! Russell l„ linden, “4 New In¬ 
strument for the Dljfractometrlc Measurement of 
the Diameter of Red Blood Cells," the Journal of 
Laboratory and Clinical Medicine, Fat, SB, No. 4 
(January 1940), p. 399, 
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UTILITY SNAKES 


KAHN TEST SHAKEN 









tty ShaSor with A-23Q6 
eneral Utility Laboratory 


r A.22D1/H Kahn Tart Tube Ra 


ag i tubes 


OSCILLATION RATE: Maintains an even speed within a 1 
range of 275 to 285 oscillations per minute with 
a 1 TV' stroke—(as specified in the original Kahn j 
sero-diagnostic test procedure). I 


OSCILLATION RATE: Maintains even speed within a range 
of 275 to 285 oscillations per minute with a 1*4" 
stroke—(as specified in the original Kahn Hero- 
diagnostic test procedure). 


CAPACITY: Accommodates one 30 place Kahn Test Tube 
Rack (A-2201/R). By adding extra Adjuster-Bars 
(A-2306), can hold flasks, bottles and other glass¬ 
ware up to 3" in width. Shaker tray inside dimen¬ 
sions 3" wide x ll%" long. 


[RUCTION; Shaker body is a heavy aluminum ex¬ 
trusion covering a steel base plate on which mech¬ 
anism is mounted. Tray is aluminum with non-skid 
pin point rubber surface, All moving parts ball 
bearing. Shock mounted on thick rubber base 
platform—will not creep. 


R: Induction type, operates on 110-115 volts, 60 
cycle, AC only. Unit for 50 cycle AC operation 
available at additional cost as noted’below. Trans- 
former (A-2215A) required for 220 volt opera- 
lion (see below). 

Controlled by on-off button. Equipped with 
clutch to relieve starting strain when heavily 
loaded. Requires lubrication only once every six 
months. 


CAPACITY: Accommodates one to four 30 place Kahn 
Test Tube Racks (A-2201/R)—up to 120 tubes. 
With its adjustable crossbars, can also hold flasks, 
bottles and other glassware. 


ITRUCTION: Heavy gauge aluminum carriage and 
tray, finished in baked gray hammertone enamel. 
Tray has non-skid pin point rubber surface. AH 
moving parts ball bearing. Shock mounted on 
rubber suction feet—will not creep. 

IR: Induction type, operates on 110-115 volts, 60 
cycle, AC only, Unit lor 50 cycle AC operation 
available on request at no extra cost. Transformer 
(A-2215A) required for 220 volt operation (see 
below). Controlled by adjustable 5 minute timer 
or on-off” by-pass switch for continuous opera¬ 
tion. 


SIZE and WEIGHT: 21" long, 12 " wide, 9 %* high. Ship- 

ping weight 70 lbs. 


SIZE and WEIGHT: 22" long, 5^" wide, 6^" high, Shin- *^-2300 YANKEE KAHN TEST SHAKER, without Kahn 
ping weight 2314 lbs. p .each $165.00 

—-—- A-2201 /R KAHN TEST TUBE RACK, rubber coated, /or 30 

*A-2305 ADAMS UTILITY SHAKER, with one Adjuster-Bar ...^ $ 5,23 

..«»!> *"0.00 A-2215A TRANSFORMER /or operation of A-2305 Adams 


Ik Units t0 operate on 50 cycle, 110-115 volts AC eniv 

f available at $ 6.00 additional. ’ " ly ’ 

* A-2306 ADJUSTER-BAR only, with two adjusting knobs. 

........each $ 2.50 


Utility Shaker or A-2300 Yankee Kahn Shaker on 220 volt, 
1,11 < or 50 f Wle, AC only; capacity 250 V.A. each $ 12.00 


For KAHN TEST TUBES see page 15 
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MARSTERS INCUBATOR 


PATENT APPLIED FOR 


A WATERLESS, FIXED 37°C TEMPERATURE, TEST TUBE INCUBATOR 


e HIGHLY ACCURATE TEMPERATURE CONTROL 

... sensitive mercury thermostat maintains specimens 
at constant temperature of 37°C within ± 0.5 tt 

© ACCOMMODATES UP TO 40 TUBES with 
diameters from 10 mm to 13 mm,..unique spring metal 
adapters in each tube hole automatically compensate 
for differences in tube diameters 

• DURABLY CONSTRUCTED for continuous operation 
... can be left "on" indefinitely, ready for 
immediate use 

©MINIMUM OF MAINTENANCE...eliminates water 
hath problems of adjustment and cleaning - no 
evaporation, stagnation or contamination of water 

©COMPACT, LIGHT AND PORTABLE - ■ ■ requires 
minimum table space-only W long x 7" wide 
x 3" high... can be operated on rotator or shaker 


USES- IN BLOOD BANKS and HEMATOLOGY LABO¬ 
RATORIES, for 37“C incubation in cross matching, 
blood typing, serum antibody screening, Coombs test and 
prothrombin time determinations. Ideal for use with 
CT-1600 Adams Scro-Euge (See page 9). In SEROLOGY, 
for antistreptolysin titers,Kolmar and Wassermann tests. 
In CLINICAL CHEMISTRY, for many micro determina¬ 
tions requiring 37°C incubation including amylase, 
lipase, acid phosphatase and alkaline phosphatase, 

This unit can also be used for a wide variety of other 
blood bank, sere-diagnostic and bacteriology tests requir¬ 
ing lest tube incubation of relatively small fluid volumes. 

PERFORMANCE -Maintains specimens at constant tem¬ 
perature of 37°C within ± 0,5°, Reaches operating tem¬ 
perature from “cold” state in approximately 30 minutes. 
Specimens placed in an operating unit reach 37°C within 
4 to 5 minutes. Durably constructed for continuous oper¬ 
ation-can be left “on” indefinitely, ready for immediate 
use. Illuminated, removable thermometer, mounted under 
slot in name plate, indicates incubator temperature. 
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Compact table top size allows for operation on a rotator 
or the A-2300 Adams Kalin Shaker (see illustration) to 
speed reactions by gentle, or rapid agitation during in¬ 
cubation—eliminates the need for expensive water bath- 
rotator or shaker combination units. 

CAPACITY - Accommodates 40 tubes with diameters from 
10 mm to 13 mm, including Kuhn, Sero, and blood col¬ 
lecting tubes. Incubates up to 2 mi. of fluid in each tube. 
Unique spring metal adapters, blackened for maximum 
beat transfer, hold tubes firmly and automatically com¬ 
pensate lor differences in tube diameters. 

CONSTRUCTION- Incubator consists of grey hummertone 
enamel finished aluminum block witli 40 test tube holes, 
each containing u spring metal adapter. Top of block is 
covered by chrome plated steel top plate, Heating de¬ 
ment is attached to the underside of the block, Unit 
mounted on four rubber supporting feet uiid supplied 
with ten foot heavy-duty, strain-relieved cord. 

ELECTRICAL CHARACTERISTICS-Operates on 110-115 
volts, 50-60 cycles, AC only. Sealed heating element draws 
75 watts and is controlled by very sensitive mercury 
thermostat. “On-off” toggle switch located on name plate. 
Long life neon bull) illuminates thermometer and indi¬ 
cates that unit is in operation. Neon pilot light on name 
plate operates when current is flowing to heating element. 

SIZE AND WEIGHT -Length 9>/ 2 ", width 7", height 3". 
Weight 9 lbs,, shipping weight approximately 11 lbs. 


+A-2340 MARSTERS INCUBATOR, fixed temperature, 
37°C,complete with removable mercury thermometer .' 

.each $130,00 

QUANTITY DISCOUNTS: 5% for 3,10% for 6. 

Ref,: Roger W. IManners, Ph.D., “A Waterless Test Tube Incu¬ 
bator for Blood Banks,” the. American Journal of Clinical Pathol¬ 
ogy, Vol. 2(1, No. 4 (April 19 5ft), pg. 394-391. 
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STEIGER-SIMPSDI 

Kalin Slit Lamp 





FOR VIEWING KAHN AND OTHER SERODIAGNOSTIC 
TEST TUBES 

t Provides constant source of illumination independent 
of external conditions 

«Tubes can be read, using magnifying lens for best re¬ 
sults, without removing tubes from rack... lamp shelf 
accommodates entire Kahn Rack 

Hie Steiger-Simpson Slit Lamp consists of a 14" day¬ 
light fluorescent bulb mounted in an all metal housing 
with front piece finished in black enamel and back in 
gray hammertone. The complete housing is attached to 
a base by means of two knurled knobs which are used 
for adjusting the viewing angle. 

The lamp front has a shelf 9 W wide x 2%" deep 
which accommodates a standard 30 tube Kahn Rack. 
The slit which allows light to pass through the front 
piece can be opened up to %" and be adjusted upward 
and downward. The front piece also lias a special hood 
over an enlarged cut out section for viewing individual 
tubes by incident light. A hole is provided for slipping 


00 with Kahn Rack 


PHJ, 


in a standard Spencer concave substage mirror. Other 
mirrors can be accommodated by modifying the sj|e of 
the hole. 

The lamp housing is 15" wide x 5" high x 5" deep 
with the base 16" wide x 6" deep. An “on-olf” switch 
is located on right side of lamp front. 


*A-2200 STEIGER-SIMPSON SLIT LAMP, complete ivith 14" 
daylight fluorescent bulb , operates on AC only (without 
Kahn rack or test tubes) . Gach $ 51.00 

SHIPPING WEIGHT 10 POUNDS 

A-1336 MAGNIFIER, 3" lens mounted in metal frame with 
black handle. Magnification approximately 3x. 

.each $2.70 dozen $28.80 


REFERENCE: "A Simple Viewing Device for Reading Test 
Tube Precipitation Tests,” Howard P. Steiger, M.D., and 
John F. Simpson, Charlotte, N. C„ Journal of Venereal Dis¬ 
ease Information, September 1945. 


Test Tube Agglutination Viewer* 



FOR BLOOD TYPING, CROSS-MATCHING, PROTHROM¬ 
BIN, KAHN AND OTHER AGGLUTINATION, FLOCCU¬ 
LATION AND SERODIAGNOSTIC TESTS 

t Provides magnified view of undersurface of test tube 
contents 

• Permits easier and more accurate reading than by use 
of magnifying lens 

With the Test Tube Agglutination Viewer, tubes and 
contents are illuminated from above by a 25 watt 
shielded bulb and are viewed from below in a magnify¬ 
ing mirror. The mirror magnifies from 1 ]/ 2 to 2 times 
depending upon distance of test tube from mirror. The 
bulb is attached to the base with a gooseneck and the 
mirror by a double universal ball joint, permitting a 
wide latitude of adjustment to accommodate the indi¬ 
vidual user. Metal parts finished in gray hammertone 
enamel. 

Ms suggested by Dr Louis K. Diamond, Children’s Hospi¬ 
tal, Boston, Mass., for use in blood typing tests. P 



*A-2330 TEST TUBE AGGLUTINATION VIEWER with 25 

watt bulb and magnifying mirror,.,. .. each $ 27.00 

A-1493H REPLACEMENT BULB for above, 25 w., 115 v. 

..... ... . ..each $1.30 dozen $13.20 % 
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Ml Typing Box 


t 


1 Imparts constant temperature of 37°C to 42°C to 
blood sample placed on any part of illuminated area 

Provides constant uniform light source over entire 


This Rh Typing Box maintains the temperature of a 
blood sample on a slide at 37°C to 42°C (98°F to 
107°F), the optimum condition for Rh typing. In 
addition, the box provides light of constant intensity 
and color eliminating reading variations resulting 
from changes in the light source. 

The Box is made of sheet metal finished in gray 
hammertone and mounted on a base by two free joints 
for gentle rocking. The Box can be fixed in position 
by the lock nuts on each joint. The opal plexiglas 
viewing area is 12 M" x 3" and accommodates the 
standard 3" microscope or concavity slide. 

Illumination is provided by a 12" 40-watt Lumilinc 
bulb. 

The box maintains the proper temperature when oper¬ 
ated on 110-115 volts AC or DC. At normal room 
temperature, approximately 15 minutes is required 
to arrive at stable rated temperature. Where room 
temperature varies considerably, two adjustable open¬ 
ings at bottom and rear provide means for modifying 
temperature. 


tAccording to the design of Dr. L. K, Diamond of the Children 1 ! 
Hospital, Boston, Muss, 


Blood Grouping Slides 

• Allow for simultaneous typing of 5 to 10 individuals 

<§ Double thick glass provides for ease of handling and 
resistance to breakage 



*A-2220 Rh TYPING BOX for the Diamond Rh Slide 

Agglutination Test, complete with 40-watt Lumiline 
bulb. Shipping weight 5 lbs .. each $22.50 

A-2220/G OPAL PLEXIGLAS for above, 12‘A" x 3”. 

.each $1.50 


*A-1475/B FOUR CONCAVITY SLIDE for the Dia¬ 
mond Rh Slide Agglutination Test, 3 " ,v J" * 3 mm. 
thick, four concavities each 17 mm. in diameter 

.each $1.25 dozen $12.50 

QUANTITY DISCOUNTS! On A-1475/B, 3 dozen 10%, G dozen 20% 

REFERENCE: "The Demonstration of Anti-Rh Agglutinins—An 
Accurate and Rapid Slide Test," Louis K, Diamond, M.D., Roston, 
Mass, and Neva M. Abelson, M.D., Philadelphia, Pa., Jrl. of Lab¬ 
oratory and Clinical Medicine, Vd. 30, No. 3, 204-212, March 1945, 


for Typing large numbers of individuals 

e Raised, red ceramic lines and rings, permanently fused 
into glass, separate blood samples 

• Will withstand repeated washings in detergent 




A-1757 RAPID BLOOD GROUPING SLIDE FOR 
SIMULTANEOUS TYPING OF 10 INDIVIDUALS. 

3" x 12" x !4" thick. Labeled Anli-A, Anti-B, and 
Anti-D on the 3” dimension and from 1 to 10 with 
space provided for a control on the 12" dimension. 

Raised, red ceramic lines permanently fused into glass 
form the rectangular typing cells. Slide designed to fit 

A-2220 Rh Typing Box . each $2.25 dozen $21.00 

QUANTITY DISCOUNTS: On A-1757 and A-1755 


A-1755 blood grouping slide for simulta. 

NEOUS TYPING OF 5 INDIVIDUALS. 6"x3"x%" 
thick. Raised, red ceramic lines permanently fused into 
glass form oval typing cells within rectangular separa¬ 
tion lines. Cells labeled A, B, and Rh along 3" dimen¬ 
sion and numbered consecutively from 1 to 15 on 6" 
dimension. Frosted area provided for notations. Slide 
fils A-2220 Rh Typing Box, Packed one dozen per box. 

.each $1.20 dozen $12.0 

assorted, 3 dozen 10%, G dozen 20% 


REFERENCE: "An Accurate Method for Rapid Blood Grouping of Large Num¬ 
bers of People," Fred 11. Allen, ]r., M.D., Louis K, Diamond, M.D., and Helen 
]. Madden, B.S., Harvard Medical School. The New England Jrl. of Medicine 
224:925-930 (June 21), 1951, 1 ’ 
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*A-2270 YANKEE FIXED SPEED ROTATOR-130 RPM. 

11 x 11" platform with automatic timer . each $72.00 


*A-2271 YANKEE FIXED SPEED ROTATOR-181) RPM. 

11 x 11" platform with automatic timer .each $ 72 00 

fjk Units to operate on 50 cycle, 110-115 volts, AC only, 
“ available at $3.00 additional. h 

A-2215 TRANSFORMER for operation of A-2270 and 
A-2271 Rotators on 220 volt, 60 (or 50) cycle, AC only. 

each $ 9.00 

OUANTITY DISCOUNTS: 

On A-2270 and A-2271 assorted, 3 to 5 - 5%, G or more -10% 


Available in TWO MODELS -130 RPM and 180 RPM 

GENTLY ROTATE SPECIMENS on any part of platform in 
circle with %" diameter...provide greater accuracy and 
uniformity than hand rotation 

PLATFORMS EASILY REMOVED and others attached for 
special applications 


130 RPM MODEL (A-2270) - In BLOOD BANKS and 
HEMATOLOGY LABORATORIES for blood typing, 
cross matching, and mixing of donor blood with anti- 
coagulant. 

180 RPM MODEL (A-2271)~In HEMATOLOGY and 
SEROLOGY LABORATORIES, for V.D.R.L. (Car- 
diolipin), Kline and Rein-Bossak syphilis tests and 
other microflocculation procedures. In BACTERIOL¬ 
OGY, for mixing inoculated poured Petri plates.) 

In CHEMISTRY LABORATORIES, both models can 
be used for all procedures requiring gentle circular 
mixing. 

PERFORMANCE 

Fixed speed-A-2270 operates at 130 RPM and A-2271 
at 180 RPM. Both models rotate specimens in hori¬ 
zontal plane in circle. 

CAPACITY 

The 11 x 11" platforms can accommodate up to twelve 
3 x 2(4" concavity slides, and cylindrical containers, 
such as blood bottles, flasks and beakers, by use of 
spring bottle holder furnished with each unit. Bottle 
holder attaches to any of six holes in each turned up 
platform edge (see illustration). Platforms easily 
detached by removing four screws and others substi¬ 
tuted for special requirements. 


Durable all steel construction, finished in baked gray 
hammertone enamel. Turned up edges and pin point 
rubber sheeting on platforms prevent slipping of spec¬ 
imen containers. Platforms rigidly supported by steel 
legs mounted on universal joints for smooth silent 
rotation and support of heavy loads. Shock mounted 
on four rubber suction feet - will not creep. 


Induction type, operates on 110-115 volts, 60 cycle, 
AC only. Motors for 50 cycle, 110-115 volt, operation 
available at added cost as noted at left. Transformer 
(A-2215), described at left, required for 220 volt 
operation, 

Controlled by adjustable six minute tinier, calibrated 
at 3,4 and 5 minutes, or by-pass toggle switch for con¬ 
tinuous operation. 

SIZE and WEIGHT 

Width 11", depth 11", height 6". Weight 13% lbs., 
shipping weight 15 lbs. 


\1.eon Bookbinder, Ph.D., anti Elizabeth Dillon, Bureau of 
Laboratories, New York City Department of Health, Journal of 
Laboratory and Clinical Medicine, February 1940. t 
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i FOR USE IN Blood Banks, Hematology, Serology, Bacteri¬ 
ology and Chemistry Laboratories. 

1 PROVIDE A RANGE OF SPEEDS for blood typing, cross 
matching, serodiagnostic tests and other laboratory pro¬ 
cedures requiring gentle circular mixing. 


YANKEE^ROTATOR — CONSTANT RPM MODEL 

9 FACTORY CALIBRATED for direct dial setting of speeds-range 
BO to 240 RPM, 

9 GOVERNOR CONTROL maintains precise speed regardless of 
fluctuations in line voltage or Ibad - essential for meeting 
serodiagnostic test requirements of many State Health Depart¬ 
ments. 

• AUTOMATIC TIMER for 0 to 30 minute, or continuous operation. 

PERFORMANCE 

Speed range 60 to 240 RPM. Direct setting dial is fac- 
tory calibrated at 60, 80, 100,120,150,180 and 220 
RPM. Motor governor maintains precise speed at 
selected RPM regardless of fluctuations in line volt¬ 
age or load. Rotates specimens in horizontal plane in 
% " circle. 

CAPACITY 

The large 13 x 13" platforms can accommodate up to 
sixteen 3 x 2 Vi" concavity slides, and cylindrical 
containers, such as blood bottles, flasks and beakers, 
by use of spring bottle holder furnished with each 
unit. Bottle holder attaches to any of six holes in each 
turned up platform edge (sec illustration). Platforms 
easily detached hy removing four screws and others 
substituted for special requirements. 


mm ROTATOR - RHEOSTAT CONTROLLED MODEL 

9 SPEED RANGE 100 TO 240 RPM with rheostat control... 
operator can calibrate rheostat dial for range of speeds most 
frequently used. 

9 AUTOMATIC TIMER for 0 to 30 minute, or continuous operation. 

PERFORMANCE 

Speed range approximately 100 to 240 RPM. Rheostat 
dial numbered from 1 to 10 for calibration by oper¬ 
ator since this type of motor is subject to fluctuations 
in line voltage. Provides operator with added conven¬ 
ience of calibrating dial for range of speeds most 
frequently used. 

CAPACITY and CONSTRUCTION Same as A-2273 above. 
MOTOR 

Universal type, operates on 110-115 volts, 50-60 cycles , 
AC or 1)C. Transformer (A-2215A) described at right 
available for 220 volt operation. Dial rheostat con¬ 
trol with automatic 30 minute timer, calibrated in 
minutes, and by-pnss switch for continuous operation. 

SIZE and WEIGHT- Width 13", depth 13," height 6". 

^ Weight 18(4 lbs., shipping weight 20(4 lbs. 



*A-2273 YANKEE VARIABLE SPEED ROTATOR - 
CONSTANT RPM. Speed range 60 to 240 RPM. 

IS x 15" platform with automatic timer . each $144.00 


CONSTRUCTION 

Durable all steel construction, finished in baked gray 
hammertone enamel. Turned up edges and pin point 
rubber sheeting on platforms prevent slipping of spec¬ 
imen containers. Platforms rigidly supported hy steel 
legs mounted on universal joints for smooth silent 
rotation and support of heavy loads. Shock mounted 
on four rubber suction feet - will not creep. 


Operates on 110-115 volts, 50-60 cycles, AC only. Gov¬ 
ernor automatically compensates for voltage and load 
variations. Transformer (A-2215A) available for 220 
volt operation (see below). 

Controlled by 30 minute timer, calibrated in minutes, 
or by-pass toggle switch for continuous operation. 

SIZE and WEIGHT - Width 13", depth 13," height 6". 
Weight 18(4 lbs., shipping weight. 20(4 lbs. 


jjjfc-'-''" - v : i'ii 



*A-2272 YANKEE VARIABLE SPEED ROTATOR - 
RHEOSTAT CONTROL. Speed range approximately 
100 to 240 RPM, 13 x 13" platform, with automatic 
timer .-each $100.00 

A-2215A TRANSFORMER for operation of A-2272 and 
A-2273 on 22(1 volt, 5(1-60 cycle AC; capacity 250 V, A, 

.--each $12.00 

Quantity Discounts: On A-2273 and A-2272, 3 to 5 - 5%, 6 or more - 10 % 
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KLINE Ring Maker 


An all metal chrome plated 
ring maker for making 12 
paraffin rings (approximately 
15 mm. in diameter) on a 3" 
x2" microscope slide. Ring 
making area is single metal 
sheet with carefully drilled 
holes—will not bend or dis¬ 
tort. To make rings, Ring 
Maker is dipped into melted 
paraffin, then placed in con¬ 
tact with clean slide and 
lifted away when ring has set. 
Packed each in a box . 


*A-1545 kline ring maker Chrome plated ...each $4.25 


OUANTITY DISCOUNTS: Except A-1545,3 dozen 10%, 6 dozen 20% 


REIN 

Concavity 

Slide 


FOR RAPID TYPING, . —mmaaaamP 

CROSS-MATCHING AND SYPHILIS DETECTION IN BLOOD DONORS 

Slide is 3" x 2" x 3 mm., with 5 polished, spherical concavities, each 
16 mm. in diameter x 1.75 mm. deep. Made of non-corrosive plate 
glass with beveled, polished edges and corners. Surface frosted for 
notations. Packed each in a box, 

*A-1469 REIN CONCAVITY SLIDE 

......each $1.70 dozen $17.10 

As described by Dr, Charles R. Rein, New York, “The Control and 
Prevention oj Transfusion. Syphilis," Journal of the A.M.A., Janu¬ 
ary 1st, 1938. 
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MA2ZINI Microflocciilation Test Slides 


AGGLUTINATION SLIDE 


Slide is 3" x 2" x 3 mm. thick with ten polished, spherical concav¬ 
ities each 16 mm. in diameter x 1.75 mm. deep. Made of non- 
corrosive plate glass with beveled, polished edges and corners. 
Surface frosted for notations. Packed each in a box. 


*A-1474 TEN CONCAVITY SLIDE 


For iss with 
Serum 


..each $2.50 dozen $24.75 


| 10 concavity glass slide . . -.twtw 

approved by Dr. L. Y. 

| Mazzini lor use in the 

| Mazzini serum test for syphilis. Slide is 3" x 2" x 6 mm, thick with 
I 10 polished, spherical concavities each 16 mm. in diameter x 1.75 
S mm. deep. Made of non-corrosive plate glass with beveled, polished 
| edges and corners. Surface frosted for notations. Packed each in a 
i box. 

I 

I 

I *A’1466 MAZZINI MICROFLOCCULATION TEST SLIDE 
| for serum .each $3.00 dozen $32.25 


KLINE W 

Concavity Q 

Slide m 


FOR KLINE, B-J-L, V.D.R.L. AND OTHER SER00IAGN0STIC TESTS 
$ Eliminates need for paraffin rings - easily cleaned 
a Double thick glass provides for ease of handling and resistance 
to breakage 

Slide is 3" x 214* x 3 mm. thick, with 12 polished, spherical con¬ 
cavities, each 16 mm. in diameter x 1.75 mm. deep. Made of non- 
corrosive plate glass with beveled, polished edges. Surface frosted 
for notations. Packed each in a box. 

♦A-1474/X KLINE CONCAVITY SLIDE 

.each $2.75 dozen $29.70 


For use with 
Spinal Fluid 


3 concavity glass slide ap- te aBB aagg^B iBBar 
proved by Dr. L. Y. Maz¬ 
zini for use in the Mazzini 

spinal fluid test for syphilis. Slide is 3" x 2" x 6 mm. thick. One 
concavity is 38 mm. in diameter x 2.75 mm. deep, and two concav¬ 
ities are 20 mm. in diameter x 1,75 mm. deep. Made of non-corrosive 
plate glass with beveled, polished edges and corners. Surface frosted 
for notations. Packed each in a box. 

A-1467 MAZZINI MICROFLOCCULATION TEST SLIDE 

for spinal fluid .each $2.75 dozen $27,90 


Reference: L, Y, Mazzini, Jrl, of Immunology, Vol. 66, No. 2, Feb¬ 
ruary 1951. 


\ 




MOLDED 

GLASS 





Mbntr ji 


Microflocculation Test Slide 


FOR MAZZINI, i 


KAHN, KLINE, V.D.R.L. AND OTHER SER0DIAGN0STIC TESTS 

Molded glass slide 3%* x 214" x 3.5 mm. thick, with 12 concavities 
15 mm. in diameter and approximately 1.5 mm. deep in three rows 
of four each. Concavities individually numbered for identification 
and have flat bottom, surrounded by a moat to retain contents. One 
end of slide has grain frosted surface for writing with pen or 
pencil. Raised linear runners along tho undersurface of the 2%" 
sides allow for stacking without contact. Packed each in a box, 

A-1474/A MOLDED GLASS MICROFLOCCULATION 

TEST SLIDE.each $2.50 dozen $25.00 


Slide _ 


FOR BOERNER-JONES-LUKENS MICR0FL0CCULATI0N AND OTHER 
SERODIAGNQSTIC TESTS 

Molded glass slide 414" x 214* x 414 mm, thick, with 10 concav¬ 
ities 15 mm. in diameter and approximately 2 mm. deep, in two 
rows of five each. Bottoms of the depressions arc slightly concave. 
Depressions surrounded by a inont to retain contents. Raised linear 
runners along the undersurface of the 414" sides allow for stacking 
without contact. Packed each in a box. 

A-1474B BOERNER SLIDE. each $2.50 dozen $25.00 


CERAMIC RING Slides 


KLINE Antigen Pipettes 


Raised red ceramic rings permanently fused into glass 

Double thick glass provides for ease of handling 
and resistance to breakage 

Will withstand repeated washings in detergent 
Frosted area provided for notations 




This pipette has a very fine bore metal tube fused into the glass 
pipette tip. The fine bore tube delivers 0.0(18 ml, of antigen, the 
amount required in the Kline Test. The metal tip makes pipette 
less susceptible to breakage than tho glass capillary made in the 
laboratory. Packed one dozen to a box, 

A-1547 KUNE antigen pipette each $.35, dozen $3.50 
G dozen $ 3.15 per dozen 12 dozen $ 2.80 per dozen 



" w This pipette consists of rubber bulb, glass tube with Luer tip and 

j 22 gauge cannula. Delivors approximately 0.008 ml. of antigen, the 
■ snrs „ , | amount required in the Kline test. Can be disassembled for clean- 

A-1751 CERAMIC RING SLIDE WITH 12 RINGS. 3" x 2" x 2.3 | j„g. Packed each in a box. 
mm. thick. I.D. of rings 14 mm. Packed one dozen per box. 1 

.each $.60 dozen $6.00 A-1548 kune antigen pipette each $.90, dozen $9.00 

6 dozen $8.10 per dozen 12 dozen $ 7.20 per dozen 


Serological Dropping Pipette 


000 


A-1753 CERAMIC RING SLIDE WITH 10 RINGS. 3"x2''x2,3 
mm. thick. l.D, of rings 14 mm. Packed one dozen per box. 

.each $.60 dozen $6.00 


QUANTITY DISCOUNTS: For all slides on this page, 3 dozen 10%, S dozen 
20%. A-1751 and A-1753 may be assorted in minimum dozen units 



4" glass dropper connected by hose end to % oz. rubber bulb, Can 
bo used with 100 mm. serological test tubes. Packed 1 dozen in a 
box, 

A-170S SEROLOGICAL DROPPING PIPETTE 

dozen $3.60 gross $36.00 
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© MADE OF PYREX® Brand Chemical Glass No. 7740... mechanically strong 
... resists breakage from temperature changes... provides maximum 
chemical inertness 

9 WITHSTANDS repeated washing and sterilization (wet or dry) 

§ GROUND, BEVELLED TIPS reduce chance of chipping...gradual taper 
insures smooth delivery 

§ PERMANENT "fused-in” amber graduations under surface of glass... will 
not fade, wear or wash out 

PACKAGING: Pipettes are wrapped each in a labeled cardboard tube. One dozen to a box. 


YANKEE SEROLOGICAL PIPETTES. 


Graduated to tip. Two rings at top indicate that pipettes are graduated to deliver a 
measured quantity by blowing out the last drop. (Conform to Fed. Spec. DD-V-ollla.) 


Capacity 

ml. 

Graduated 
__ml. 

Limit of 
error ml. 

each 

dozen 

i dozer 
per doz, 

12 dozen 
per doz, 

1/10 

1/100 

±0.005 

$1.25 

$13.50 

$12.15 

$11.48 

2/10 

1/100 

±0.008 

1.35 

14.58 

13.12 

12.39 

1 

1/10 

±0.02 

1.19 

12.85 

11.57 

10.92 

1 

1/100 

±0.02 

1.35 

14.58 

13.12 

12.39 

2 

1/10 

±0.02 

1.39 

15.01 

13.51 

12.76 

5 

1/10 

±0.04 

1.39 

15.01 

13.51 

12.76 

10 

1/10 

aonn 

±0,00 

1.04 


15.94 

15.06 


Sizes 5 ml. and larger have constricted mouthpieces. With these pipettes, 
necessary to blow out the last drop. (Conform to Fed. Spec. DD-V-Mla.) 


it is not 


Graduated 

ml, 

Limit of 
error ml. 

[ each 

dozen 

6 dozer 
per doz. 

1/100 

±0.005 

$1.19 

$12.85 

$11.57 

1/100 

±0.008 

1.25 

13.50 

12.15 

1/10 

±0,02 

1.13 

12.20 

10.98 

1/100 

±0.02 

1.25 

i 13.50 

12.15 

1/10 

±0.02 

1.20 

13.82 

12.44 

1/10 

±0.04 

1.28 

13.82 

12.44 

1/10 

±0.00 

1.47 

15.88 

14.29 

I/to 

B 

±0.10 

i®g 

1.99 

Mil 

21.49 

pi®;; 

19.34 

Igfj 


” 11 T U not ne(mar y t() blow < >llt drop. (Confer 

^ al Bureau (> f Standards ci rcular C-434, class “A” capacity tolerances.) 


Capacity 

■ml. 

Limit of 
error ml. 

1 

±0.006 

2 

±0.006 

3 

±0.01 

4 

±0.01 

5 

±0.01 

10 

±0.02 

15 

±0.03 

20 

±0.03 

25 

±0.03 

50 

±0.05 

100 

±0.08 

200 

±0.10 



. A-2850 A-2855 A-2880 

Serological Mohr Transfer 

QUANTITY DISCOUNTS: See 
note on facing page 55. 
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Yankee® PIPETTES 


YANKEE V.O.R.L. 


For performing V.D.R.L. test for syphilis and all other tests requiring a 
l /W ' nl P l P ette graduated in 1/100 ml. This short (8") pipette is easy to 
handle, especially in guiding the tip to spot plate rings and depressions. 
Delivers a faster flow than capillary types. Two rings at top indicate that 
pipettes are graduated to deliver a measured quantity by blowing out the 
last drop. (Conforms to Fed. Spec. DD-V-581a.) 



6 dozen 
per doz, 

12 dozen 
per doz. 

$15.26 

“TR4T“ 


YANKEE OSTWALD-FOLIN PIPETTES 


For use in determination of total nitrogen, urea, and ammonia in urine. 
1 wo rings at top indicate that pipettes are graduated to deliver the calibrated 
volume by bhnving out the last drop. (Conform to Fed, Spec. DD-P-386.) 



For use in the preparation of protein-free blood filtrates. Graduated from 
tip in 1 ml. divisions. With these pipettes it is not necessary to blow out the 
last drop. (Conform to Fed. Spec. DD-P-395a.) 



YANKEE FOLIN MICRO PIPETTES 


The 0.1 ml. pipette is used for estimation of blood sugar in the Folin micro 
technic. The 0.2 ml. pipette is graduated at each 0.1 ml, and is used for 
measuring the sample of blood in the Folin micro method for non-protein 
nitrogen and also for the methods given by Peters and Van Slyke in “Quan¬ 
titative Clinical Chemistry.” Calibrated to contain at 20°C. (Conform to 
Fed. Spec. DD-P-347a, Drawing #1917.) 



QUANTITY DISCOUNTS: All items on pages 54,55 and 56, except A-2680 and A-2685, 
may be assorted for quantity prices in minimum units of a dozen of a type and size. 


. . ..... ... ^ 
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YANKEE LAMBDA MIOROPETS™ YANKEE™ TUBES 


AVAILABLE IN TWO STYLES 
-straight capillary with accuracy ±1% 

— bulb type with accuracy ±0.5% 

WIDE RANGE OF SIZES-0.01 ml. (10 lambda) to 0.25 ml. 
(250 lambda) 

CLEAR DARK GRADUATIONS permanently fused into glass... 
will not fade, wash or wear out 

CALIBRATED "to contain" (TO at 20°C for greater accuracy 
and reproducibility 


MADE OF PYREX® Brand Chemical Glass No, 7740.,. mechani¬ 
cally strong... resists breakage resulting from temperature 
changes... provides maximum chemical inertness 

WITHSTAND repeated washings and sterilization (wet or dry) 

PERMANENT "fused-in" amber graduations under surface of 
glass-will not fade, wash or wear out...frosted spots for 
marking 

ACCURACY tolerances of ±0.3 ml..., conform in design to 
Fed. Spec. DD-T-736 


an m 


A-2680 YANKEE LAMBDA MICROPET-STRAIGHT TYPE. 
Accuracy ±1%. Length 5 to 5W', 

Capacity 3 dozen 6 dozer 

ml. lambda each dozen per doz. per dot. 







{mmaMmm, H 


A-2685 YANKEE LAMBDA MICROPET 
Accuracy ±0.5%. Length 5 to SVa". 

Capacity 

ml. lambda each dozen 


BULB TYPE. 



I: Each pipette in labeled cardboard tube. One dozen 
to a box. 


, A-2680 AND A-2685 MAY BE ASSORTED FOR QUANTITY PRICES IM 
MINIMUM UNITS OF ONE DOZEN OF A SIZE AND CATALOG NUMBER 


SEE ADAMS 

PIPETTE SUCTION APPARATUS 


/_ -----— 
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A-2870 YANKEE FOLIN-WU DIGESTION TUBE (N.P.N.). 
Round bottom tube, graduated at 35 and 50 ml. Used in 
Folln-Wu method for determination of non-protein nitrogen 
(N.P.N.) in blood, Approximate QJ). and total length 

25x200mm. each $.98 

dozen $10.58 6 doz. per doz. $ 9.53 12 doz. per doz, $9.00 


--- 
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A-2872 YANKEE UNIVERSAL TUBE. Round bottom tube, 
graduated at 12.5, 25, 35 and 50 ml, For general hospital 
laboratory work, determinations involving multiple calibra¬ 
tions and for carrying out digestions. Approximate O.l). and 
total length 25 x 200 mm. each $ 1.25 

dozen $13.50 6 doz. per doz. $12.15 12 doz. per doz. $11,48 


L--— | Y4WWE ©| 

A-2874 YANKEE FOLIN-WU BLOOD SUGAR TUBE. Gradu¬ 
ated at 25 ml. Cylindrical shaped tuba with bulb at end of 
narrowed lotuer part. Capacity of bulb is such that surface 
of the alkaline mixture of sugar and copper falls in the 
lower half of the parallel constriction. Approximate 0,D. 
and total length 19 x 220 mm, each $ ,98 

dozen $10.58 6 doz. per doz. $ 9.53 12 doz. per doz. $9.00 



A-287G YANKEE FOLIN-WU BLOOD SUGAR TUBE. Same as 
A-2874 but graduated at 12,5 and 25 ml. Approximate 0.0. 
and total length 19 x 220 mm. each $ 1,28 

dozen $ 13.82 6 doz. per doz. $12.44 12 doz, per doz. $11.75 
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A-2878 YANKEE FOLIN-WU RECEIVING TUBE. Round hot- 
tom lube, graduated at 12.5 and 25 ml. for use as a receiving 
tube. Approximate 0,0. and total length 25 x 200 mm. 

each $.98 

dozen $ 10,58 6 doz. per doz. $ 9.53 12 doz, per doz $ 9.00 


Each in a cardboard tube. One. dozen to a box. 


YANKEE TUBES MAY BE ASSORTED FOR QUANTITY PRICES, AND WITH 
ALL ITEMS ON PAGES '54 AND 55, IN MINIMUM DOZEN UNITS OF 
A SIZE AND TYPE 
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dams E & G Illuminator 

An efficient, low cost microscope lamp for use in mi¬ 
croscopy, macrophotography, or microphotography. 

Bulb housing is (idjustable to any angle at 
any level. 

@ Bulb can be focused from 6" to infinity. 
Heavy weight base assures stability. Switch 
mounted in base. 

® BQuipped with aspheric condenser, iris dia¬ 
phragm for high intensity point source il¬ 
lumination and blue frosted glass filter 
(for use in microscopy). 

® Center of iris can be set at any height be¬ 
tween 1%” to 10%”. 

® Built-in transformer reduces 110 volt AC 
to 6 volt for cool operation, longer bulb 
life. 


*A-1494 ADAMS E & G ILLUMINATOR, complete with 

built-in transformer, bulb, and frosted daylight 
filter for operation on 110 volt AC, 50-60 cycle 
(shipping weight approximately 6% lbs.) 

each $57.50 

QUANTITY DISCOUNTS; 3 to 5 pieces 5%, 6 or more 10% 

A-1494B BULB for Adams E & G Illuminator, GE 
Mazda 1493, 6 volts, 2.75 A. double contact, 
heavy coil filament . each $ .90 


with medical microscope 


with stereo-microscope 


Illuminators to operate on 220 volt AC c 
be supplied at additional charge of JS.i 


Microscope Illuminators 


Scopelite 


« Molded of impact-resistant plastic. 

« Can be used either as a substage lamp 
(mirror removed) or in front of a micro¬ 
scope. 

• Cool and efficient in operation. Louvers, 
front and rear, provide for free circulation 
of cooling air without loss of light. 

• Improved light bulb and greater light- 
transmission of the Adams blue glass filter 
produce higher light intensity and uni¬ 
form illumination, approximating day¬ 
light. 

® Chromium plated concave reflector serves 
dual purpose of intensifying light and pre¬ 
venting its escape. 


^•1493 SCOPELITE, complete with 6 foot cord (UL) 
and plug, with switch, and 15 W, 110 V bulb. 

each $ 5.50 dozen $ 55.00 

*A-1493/F SCOPELITE, as above, but with Corning 
daylight filter and 25 W bulb. 

each $ 6.50 dozen $ 65.00 


QUANTITY DISCOUNT; ON A-1493, 3 DOZEN 10% 


A-1493/D Corning DAYLIGHT FILTER for Scopelites. 

1.19/32" x 1-19/32" x 4 to 5 mm. thick 

each $1,25 


BULBS FOR SCOPELITE AND 
OTHER SUBSTAGE LAMPS 

I 

A-1493B 15 W, 115 V.ea. $.75 doz. $ 7.50 I 

A-T493H 25 W, 115 V.ea. 1.30 doz. 13.20 

A-1493L 15 W, 230 V.ea. 1.30 doz. 13.20 j 

QUANTITY DISCOUNTS: On A-1493B-3 doz. 10%, E doz. 20% / 


. as vertical Illuminator 
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HOWARD MOLD COUNTING CHAMBER | SEDGEWICK-RAFTER COUNTING CHAMBER 


For counting and measuring tomato pulp, 

yeasts and other molds. 

The glass slide is 75 x35 nun,, one-piece 
construction. Polished counting area is 
15 x20 mm. and 0.1 nun. beneath the cover 
glass supports which are polished so us to 
effect Newton rings when contacting the 
cover glass. 

Two lines along the left edge of pol¬ 
ished strip are spaced 1,382 mm. apart and 
enable the operator to adjust his field of 
vision to this diameter, required for most 
mold counting. Two optically plane cover 
glasses, 0.5 mm. and 1 mm. thick, are sup- 
plied with each chamber. The Howard 
Eyepiece Micrometer (listed below) is 
recommended for measuring most of the 
organisms to he counted. 

*A-2427 HOWARD MOLD COUNTING CHAMBER 

with two cover glasses .each $ 10.00 

♦A-2428 COVER GLASS ONLY, 211x33 mm. x 0.5 
mm.thick . each $.80 

*A-2429 COVER GLASS ONLY, 20 x 33 mm. x 1 
mm.thick . each $.80 


EYEPIECE MICROMETERS 




•A-2430 Howard mum MiCROMmn /«, 

use with Howard Mold Counting Chamber. 

...each $6.00 

♦A-2433 WHIPPLE EYEPIECE MICROMETER, 21 

mm. diameter x 1.3 mm. thick. For use with 
Scdgewick-Rufter and Hatch Counting 
Chambers . each $ 7.50 

HUANTITY DISCOUNTS: On A-2433,12 pieces-10% 

24 or more-15% 


For use in the microscopy of drinking water 

The glass slide is 33 x 70 mm. with a 20 x 50 
mm, chamber, 1 mm, deep. The cover glass 
supports are inlaid in the base?, with a ce¬ 
ment not soluble in methyl alcohol, mak- 
ing the chamber suitable for dust examina¬ 
tion, 

The chamber can be hermetically 
sealed for the study of the growth of mi- 
croorganisms, The cover glass, 25 x 60 nun., 
is optically plane on both sides and is 0,5 
mm, thick. 

Whipple Eyepiece Micrometer 
(listed below) is recommended for use 
with this chamber, 

*A*2431 SEDGEWICK-RAFTER CHAMBER with 

three cover glasses .each $9.00 

* A-2432 COVER GLASS only, 25x 60 mm. x 0.5 

mm, thick .Bach $J0 

QUANTITY DISCOUNTS: 12 pleces-10% ? 24 or more- 15 % 
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HATCH DUST COUNTING CHAMBER 


One-piece, open-moat construction, Slide 
is 75 x 40 mm, The polished operating area 
is 15x40 nun, and 0.25 mm, deep, Cover 
glass, optically plane on both sides, is 0,5 
mm. thick. The Whipple Eyepiece Mi¬ 
crometer (listed below) is recommended 
for use with this chamber, 

*A*2434 hatch dust counting chamber 

with one cover glass .each $ 7,00 

* A-2435 COVER GLASS only, 23 x 33 mm. x 0.5 mm, 
rtfek..each $ .50 

QUANTITY DISCOUNTS: 12 plocos- 10 %; 24 or more-15% 


CLAY-ADAMS © INC © Ml EAST 25 th STBEET ® NSW YOJB5Tip 




























MICRO CONCAVITY SLIDES 


3x1" x 1.5 mm. thick 

Polished spherical concavities are 18 mm. in diameter x 
0.75 mm. deep. Made of non-corrosive glass, with beveled 
and polished edges and corners. Packed six dozen to a box. 

A-1471 With one concavity .dOZetl $1.65 

A-1472 With two concavities . dOZOil 2.76 

A-1472/X With three concavities . dOZfill 3.50 



MICRO CONCAVITY SLIDES 

3xrx3mm. thick 

Polished, spherical concavities 18 mm. in diameter x 1.75 
mm. deep. Made of non-corrosive glass, with beveled and 
polished edges and corners. Packed one dozen to a box. 

A-1473 With one concavity each $ .50 dozen $ 495 

A-1475 With two concavities each .65 dozen 6.50 

♦A-1475/B FOUR CONCAVITY SLIDE for the Diamond 
RH Slide Agglutination Test, four concavities each 
17 mm, in diameter x 1.5 mm, deep. 

.each 1,25 dozen 12.50 









MICRO CONCAVITY SLIDE 

(MAXIMOV TISSUE CULTURE SLIDE) 

75x45 mm. x 6 to 7 nun, thick 

Polished, spherical concavity is 36 mm. in diameter x 
5 mm. deep. Made of polished, non-corrosive plate glass 
with beveled and polished edges and corners. Supplied 
with cover glass, 40 mm. square x 1.5 mm. thick. Packed 
one dozen to a box. 

A-1477.each $1.40 dozen $14.00 



MICRO 

CONCAVITY SLIDE 

W sq. x 5 mm. thick 


Polished, spherical concavity is 30 mm. in diameter x 
3 mm. deep. Made of non-corrosive glass, with beveled 
and polished edges and corners. Supplied with cover glass, 
40 mm. square x 1.5 mm. thick. Packed one dozen to a box. 

A-1478 .each $ 1.40 dozen $ 14.00 



maintenance 






SHOEMAKERt FUNGUS 
MICROCULTURE SLIDE 


■ ' 


SPECIALTY 


mm 

iM 


As the importance of mold taxonomy 
has increased, many mycologists have felt the 
need of a good, inexpensive, versatile, and 
easily manipulated slide for microscopic ex¬ 
amination of fungi. 

This Slide answers this need, and has 
been used successfully in both elementary 
and advanced studies, as well as for teaching 
purposes and photomicrography. 

Used in conjunction witli 18 mm. cover 
slip, it makes possible the rapid production 
of temporary mounts and very satisfactory 
permanent mounts. 


• Concavity Type Agglutination and Micro¬ 
flocculation Slides, including Kline, Rein, 
Marini, Boerncr and Ceramic Ring Slides 
are listed on pages 52 and 53. 

§ Urine Sedimentation Slides, on page 17, 


FOR TEACHING, DEMONSTRATIONS AND LECTURES 
ON BACTERIOLOGY AND VIROLOGY 


*A-1465 SHOEMAKER FUNGUS MICROCULTURE 
SLIDE, 3" xl" glass slide, 3 mm, thick, with an 
unpolished channel W wide, and slightly less than 
l mm. deep, located %" from one end of the slide. 
Fucked one dozen to u box. 

.dozen $4.50 gross $45,00 


See MEDICIIROME® SERIES 
MR Bacteriology 
MB2 Virology 
MT Tropical Medicine. 

MS4 Medical Mycology 
M03 Bacteriology of the Vfye 


on pages 193 through 201 


RUERHNKt f Richard N, Shoemaker, Ph.D,, Chat. 
I finer Co., IlhlytUi N. Y,, **A New Microculture Slide," 
Science, Vol, 112, p, 53, July 14, 1950. 


NEEDLES AND LOOPS 


0( ” r “* “<•*%“*• «*1 lmn?o.U HiT* "* $ W0 


A-95 NICHR0ME WIRE INOCULATING LOOP, 

3 mm. loop, Packed one dozen to a package . 


8" aluminum handle with 3" wire, 25 gauge {.0111"/ wire with 

.each $ .50 dozen $ 5.40 


A-98 PLATINUM WIRE INOCULATING NEEDLE, 2", 26 

II mm. in diameter. Packed one to a tube . 


GAUGE platinum wire {.016"J set in glass rod 6" long, 

.each $ 2,40 dozen $ 24.00 


m Sr ™ IN0CUUTIN6 

..each $ 2.40 dozen $ 24.00 


A-USSP PLATINUM WIRE INUCULATINB NEEDLE, l”, 24 0RU6E 

8 mm, in diameter, Packed one to a tube 


nm wire (,020") jet in glass rod 6" long, 

.each $ 3.50 dozen $ 36,00 


A-98X PLATINUM WIRE only 2 4 

containing 3% Ruthenium. 26 


ium ;..$1.35 per inch $ 13.50 per foot 

2 uge .. per inch 9.00 per foot 

Platinum wire prices vary with market price for platinum. 

QUANTITY DISCOUNTS: 3 DOZ. 10 % • 6 DOZ. 20% (except A-98X) 
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MICRO SLIDES 


THE TIME-TESTED 

STANDARD OF QUALITY 

• Pre-cleaned^ ready for use. 

® Hard, colorless, non-corrosive 
glass. 

9 Uniform, thickness, length and 
width. 

® Ground, polished edges, 

9 Selected to eliminate striae, bub¬ 
bles, scratches and other imper¬ 
fections. 

© Packed in Stand-Rite m dispenser 
box. 

© U.S.A. made. 

I 


Cat. No. 

Size 

A-1450 

A-1452 

A-1453 

3x1" 

3x1" 

3x1%" 

A-1454 

A-1458 

3x1" 

3x2" 

BP 


A-1459 

27x46 mm 


mm® 

1 1 

A-1446 

3x1" 

Ijffjpn 


A-1461/A 
| A-1461/B 

3x1" 

3x1" 


A-1463 

3 x 1" ! 

R 

Cat. No. 

Size 

ffiBssn 

A-1460/H 

3x1" 


' III 


$ 4.00 $3.30 $3.10 $2.95 $2.80 


PACKING 3 x 1" and A-1459 slides are packed % gross per 
box, 25 gross to the carton. 3x2" and 3xl%" slides are 
packed % gross per box, 12% gross per carton. 


SHIPPING WEIGHTS (2 5 gross): A-H50-42 lbs.; A-1452-42 lbs.; A-1453 
-75 lbs.; A-1454-70 lbs.; A-145S-100 lbs.; A-1459-25 lbs.; A-1460 - 
42 lbs.; A-1460/H-53 lbs.; A-1446-53 lbs. 


One end has W fine grain frosted 
surface for marking, 

Available with frosting either on 
one or both sides of slide. 

Quality of glass , workmanship and 
selection same as Gold Seal Micro 
Slides. 

Packed in Stand-Rite ™ dispenser 
box. 


SLIDES MAY BE ASSORTED FOR QUANTITY PRICES in minimum 
units of 25 gross, except A-1461A, A-1461B, and A-1463. May 
also be assorted with A-1449 Luxor slides and A-1448 Cladco 
slides described on page 64. 


'LAY-ADAMS © INC ft 14! EAST 25TB STREET © MEW YORK 10 


PRICES PER OUNCE 


i iisif lltl! 



quantity ordered 

250 ozs. or more 
100 to 249 025 . 
50 to 99 ozs. 
10 to 49 ozs. 
less than 10 ozs. 


SPECIAL Vi" (13 mm) 
SIZES %" (15 mm) 


NUMBER OF 
COVER GLASSES 
PER OUNCE 










GOLD SEAL 


COVER CLASSES 


THE STANDARD FOR COMPARISON 
...PROVEN IN YEARS OF SERVICE! 

@ Made of rigidly specified, non- 
corrosive, non-fogging glass of 
uniform thinness, 

§ Individually selected, guaranteed 
perfect. 

© DISPENSED CLEAN from lint- 
free plastic box holding one 
ounce. 

© U.S.A. made. 

THINNESS: Guaranteed to be within the 

following tolerances: 


.085 to .12 mm (.003" to .0047") 


OTHER THINNESSES; No. 3 (extra thick) or 
No. 00 (extra thin) and cover glasses of selected 
thinness can he supplied on special order. 


PACKAGING ; The following most frequent¬ 
ly used sizes, in thinnesses No. 0,1 and 2, 
are packed in a lint-free red plastic box 
holding one ounce, 10 boxes per carton. 

22 x 22 mm (%" square) 

22 x 30 mm 24 x 30 mm 
22 x 40 mm 24 x 40 mm 
22 x 50 mm 24 x 50 mm 

Other sizes are packed in % ounce hinge- 
cover cardboard boxes, 20 boxes (10 
ounces) per carton. 

I larlMBfllli For Gold Seal and other 
Cover Glasses packed specially for student use- 
see pap 99. 
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Luxor Micro Slides 


Luxor Sever Glasses 


© Same quality of hard, colorless, non-corrosive glass 
as Gold Seal Micro Slides but selected to eliminate 
only the larger defects 
© Uniform thickness , length and width 
8 Ground, polished edges 
# Washed before packing 
@ U.S.A. made 


i, 0 ' 

,13 V 
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A-1449 LUXOR CLINICAL GRADE 
MICRO SLIDES, size 3x1", thick- 
ness .96-1.06 mm. Packed 25 gross 
to the carton in % gross packages. 
Shipping weight 25 gross—42 lbs. 


25 gross $2.15 per gross 

so gross 2.05 per gross 

too gross 1.90 per gross 

250 gross 1.80 per gross 


Cladco Micro Slides 

High Quality Glass - Unground Edges 




• ; . I 


A-1448 CLADCO MICRO SLIDES, 
size 3x1", thickness 1.10-1.30 mm. 
. Packed 72 per box. 


» Per box of 72 slides $1.00 
50 boxes ( 25 gross) per box ,85 

200 boxes (100 gross) per box ,75 


I) Made of an excellent grade of non-corrosive 
® Dispensed clean from lint-free plastic box 
holding one ounce 
§ Cut and packed in the U.S.A. 



A-1427 LUXOR MICRO COVER GLASSES. Quantity prices, 
below, apply to assortment of thinnesses ami sizes as de¬ 
sired, in minimum units oj 10 ozs. of a size. 

7/8" (22 mm) square 


oUUHnca Him 

RECTANGLES, 
STANDARD SIZES 

22 x 30 mm 

22x40 mm 

22 x 50 mm 

24 x 30 mm 

24 x 40 mm 

24 x 30 mm 

QUANTITY ORDERED 

THINNESS No, 1 

(.13 to ,17 mm) 

THINNESS No. 2 

(.18 to ,25 mm) 

250 ozs. or more 

$1.60 per oz. 

$1.20 peroz. 

100 to 249 ozs. 

1.70 

1,30 

10 (min.) to 99 ozs. 

1.90 

1.40 


SPECIAL SIZES 3/4" (18 mm) square to 24x 80 mm or 

NOT LISTE0 equivalent, add 10% to prices shown 


A-1449 Luxor slides and A-1448 Cladco slides may be assorted for 
quantity prices in minimum units of 25 gross, May also be assorted 
with all slides on page 62, except A-1461A, A-1461B and A-1463. 


PACKAGING Standard size squares and rectangles are packed 
in lint-free black plastic box holding ONE OUNCE, 10 boxes per 
carton. Special sizes, not listed, will be packed in Vz ounce, 
hinge-cover cardboard boxes, 20 boxes (10 ozs.) per carton. 




for Micro Slides and Cover Glasses especially packed for student use, see page 99, 

Repackings for Cover Glasses i Repackings for Microscope Slides 



A-1429 COVER GLASS BOX, 
METAL, round, I%" diameter 
x %" deep. Useful for distrib¬ 
uting smalt quantities of cover 
glasses up to %" square to 

students. Per gross $4.50 

A-1429/X COVER GLASS BOX, 

CARDBOARD, square, lW x 

lW'xW, Per gross $ 7.00 



A-1430 MICROSCOPE SLIDE BOX, Card. 
board, folding box, holds 12 3 x 1" slides. 

Per gross $ 5.00 
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STAINING TRAYS 


AND RACKS 

* Can be levelled by turning adjustable legs. Level 
racks are essential for proper staining. 

i All parts in contact with the stain are stainless 
steel, minimizing the staining of the Tray itself. 

i Trays and Racks are portable. Racks can be re¬ 
moved for thorough cleaning. 

i All parts are joined by welding, providing a strong, 
durable construction. 

> Grill for holding cover glasses is made of expanded 
stainless steel. 

The STAINING TRAYS at right are de- 
signed not only for use in hematology— 
but also in bacteriology, cytology and other 
departments staining slides, in the doctors’ 
offices and in research laboratories. 

The A-1270 Tray is for large volume slide 
staining. It accommodates 50 3 x I" slides 
and is supplied with a grill for holding 12 
cover glasses. This Tray has a spout which 
permits drainage into a sink or catch-basin 
either directly or by means of a piece of 
rubber tubing. It is thus possible to use the 
Staining Tray continuously for staining 
and washing large numbers of slides, with¬ 
out stopping to empty the Tray. 

The A-1275 Tray is for staining a smaller 
volume of slides. It accommodates 22 
3 x 1" slides and is supplied with a grill for 
holding 10 cover glasses. 

I f there is no access to a sink, the A-1270 
Tray can be used with the water-tight spout 
closed. Both Trays provide sufficient ca¬ 
pacity to carry the excess stain as it drains 
from the slides. When staining and wash¬ 
ing are completed, the TrViys can be 
emptied by simply pouring contents out 
over the edge. 

f Developed at Mount Sinai Hospital , New York, N, Y, 


STAINING RACK AND TRAY, Stainless Steel. A 

general utility microscope slide staining 
rack and tray. With the wire rack inserted 
in the tray, it serves for staining of micro¬ 
scope slides, blood smears and other prep¬ 
arations. With the wire rack removed, the 
tray serves as a general utility stainless 
steel tray. 




+ A-1270 ADAMS STAINING TRAY AND RACK, 

accommodates 50 3x1" micro slides, with spout 
for continuous drainage. 20" long x 12" wide x 
2%" deep. 6-bar rack is attached to tray with 4 
stainless steel screws. Bars are square with the 
corner supporting the slides, to minimize reten¬ 
tion of liquid under the slides. With Grill foj 
holding 12 cover glasses . .$51.00 

A-1270/G Extra Grill, 3%x9Ve", for holding 12 

cover glasses (for A-1270 Tray) . $2.00 


♦A-1275 ADAMS STAINING TRAY AND RACK, 

accommodates 22 3x1" micro slides. 13W' long 
x 9!4" wide x 2" deep. 4-bar Rack is attached to 
tray with 4 stainless steel screws. With Grill 
for holding cover glasses . $22.50 

A-1275/G Extra Grill, 3 * 6%" for holding 10 cover 

glasses (for A-1275 Tray) . $1.50 

Quantity Discounts: on A-1270 and A-1275 only (may be assorted) 
3 to 5 pieces 5% • 6 or more pieces 10% 


A-1260/ST Staining Tray and Rack, 

7" long x 5" wide xl“ deep 

each $ 3.20 dozen $ 32.00 

A-1260/W Wire Staining Rack only, Stainless steel 
each $ .80 dozen $ 8.00 
A-1260/B Utility Tray only, stainless steel 

each $ 2.40 dozen $24.00 

QUANTITY DISCOUNTS: On A-1260/ST and 
A-1260/B, 6 dozen 10%, 12 dozen 20% 
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STAINING DISHES and JARS 



GLASS SLIDE STAINING DISH FOR 20 SLIDES 
-3x1", 3xir, or 3x2", (BACK TO BACK). 

Complete unit A-1240 consists of heavy, clear, rectangular glass 
dish, stainless steel cover, removable glass tray with ten 
grooves, and detachable spring wire handle. 

, 0 \ 


A-1240 GLASS SLIDE 

STAINING DISH, com- « 
plete as above. 

ea. $ 5.00 doz. $ 50.00 
A-1240/A 

Stainless Steel COVER only 

.ea. $1.10 doz. $11.00 


A-1240/B glass dish only . ea. 2.20 doz. 22.00 

A-1240/C GLASS TRAY only, 

without handle . 63. 2.60 dflZ. 27.00 

A-1240/D HANDLE only, detachable 

spring wire . 89. .40 dOZ. 4.00 


STAINLESS STEEL STAINING DISH FOR 30 SLIDES 
(SINGLY)-3x1", 3x1Vz" or 3x2*. 

Complete unit A-1250 consists of heavy gauge stainless steel 
rectangular dish and cover, removable nickel silver tray with 
30 slots, and detachable spring wire handle. . 


A-1250 STAINLESS steel| 
STAINING DISH, com- ’ 
plete as above. 

ea. $11.90 doz. $119.00 
A-1250/A 

Stainless Steel COVER only 

.ea. $3.15 doz. $31.50 


A-1250/B Stainless Steel DISH only 

...ea. 5.10 doz. 

A-1250/C Nickel Silver TRAY only, 

without handle . 83. 3.40 dOZ. 

A-1250/D HANDLE only, detachable 

spring wire . 8a. .GO dOZ. 


COPLIN STAINING JAR WITH SCREW-ON COVER FOR 
10 3x1" SLIDES (BACK TO BACK). 

Heavy clear glass jar, 110 mm. high, 16 mm. diameter, with 5 
molded internal grooves, and tight-fitting, screw-on plastic 
cover to prevent evaporation of staining fluids. 



: ' N, 





A-1255 COPLIN STAINING JAR 

complete as above, packed each in a 
box. 

each $ 2.35 
dozen 23.90 
3 dozen 21.06 per dozen 

6 dozen 18.72 per dozen 

A-1255/B COPLIN STAINING JAR 

same as A-1255, but packed one dozen 

Hdozen $19.00 

- v ll 3 dozen 17.10 per dozen 

■ H 6 dozen 15.20 per dozen 




Ar-i 



aUANTITY DISCOUNTS 


One-lmlf "Booksizc" Slide Box with ALUMINUM SLOTS, 
for 50 3 x I" slides. Light stain finish. Aluminum slots pre¬ 
cision stamped and formed, A handy intermediate size box. 
Dimensions ure ll%" high x 414" wide x i%" deep. Crass 

hinges and clasps. ea. $ 2,60 dOZ, $ 26,40 

Shipping weight, per dozen, 8% lbs. 
















































SLIDE MAILERS 


for Slide Fixing and Mailing 

§ Both a fixing container and a slide mailer 
© Accommodates two 3 x 1" slides with or without cover 


for safe, efficient, low cost handling 

©Accommodate 3x1" slides with or without cover glasses or 
cover slides 

8 Made of heavy cardboard. No extra packing required 
© Economical-can he sent by third class mail-can be reused 
© Thumb groove for easy removal of the slides 


*A-1630 ADAMS ONE SLIDE MAILER 

(shipping weight 9 lbs. per gross) 
5M 10M 

Dozen Gross 1M per M per M 

$ .60 $ 5.55 $26.25 $24.94 $23.63 

*A-1630C SAME with Kraft, clasp envelope 

.95 8,55 40.15 38.84 37.53 


A-1620 CYTO-MAILER, packed 100 per carton, 

6fl. ,«jO 

per carton of 100 30.00 
1000 (10 cartons) per Carton 27.00 

A-1621 CYTO-TACS for addressing and mailing A-1620 Cyto- 
Mailers. Packed 100 Tags and strings per box, 

per box of 100 $ 3.00 
10,000 (100 boxesjlper M 27,00 


A convenient method for pending Cellulose-Tape Slide Preparation 
Kit to the physician or technician, and for returning the slide 
preparation to the laboratory for diagnosis. Made of heavy gray 
cardboard, 616 x 2% x Accommodate a standard 6" wood tongue 
depressor and a 3 x 1" microscope slide with cellulose tape adhered 
to it. 


* A-1625 ADAMS TWO SLIDE MAILER 


(shipping weight 10% lbs. per gross) 


$ .80 $ 8.10 $37.50 $35.63 $33.75 

* A-1625 C SAME with Kraft, clasp envelope 

1.15 11.10 51.40 49.53 47.65 


*A-1635 PIN WORM SLIDE MAILERS only (without tongue 

depressor or micro slide), 

dot. $ 2.10, grass $ 18.00, 5 gr. $ 16.20 gross, io gr. $ 14.40 gross 

* A-1635 E KRAFT, CLASP ENVELOPES, ONLY, for A-163S Pin 
Worm Slide Mailers, 

dot, $ .55, gross $ 5.40, 5 gross $ 4.86 gross, 19 gross $ 4.32 gross 


*A-1625E KRAFT, CLASP ENVELOPES ONLY, for A-1625 
and A-1630 Slide Mailers. 

Dozen Gross 1M 

$.35 $3.00 $13.90 


*A-1626E SAFETY SLIDE MAILING ENVELOPE. Heavy 

weight white krafl paper with clasp fastener, imprinted with 
copy as illustrated. Packed 250 to a carton (minimum sale 
unit). 

per carton of 250 env. $10,00 
1000 env. { 4 cartons) per M 33.00 
5000 env, (20 cartons) per M 31.35 
10,000 env. (40 cartons) per M 29.70 

A.-1626F. Envelopes may be imprinted with the hoapital or laboratory 
addreaa. Imprint to bo not more than four tinea of typo, black ink. 
Logotype may bo uaed if auppiled or will be furniahed at our coat, 
Minimum quantity for Imprinting la 10,000 envelopoa at additional 
coat of $7,50 per M. Ordera for 50,000 envelopoa will be imprinted 
a# above at no additional coat. 


This portion of 
envelope Is solid. Slides 
remain in left (open) 
portion. Eliminates 
danger of breakage, 


Two Slide Mailer fits In 
this portion of envelope. 


PAMS 




AJlJAMS © SMC 1141 EAST 25TH STREET © NEW YORK 10 





Form Slide Irays 


A-1605 SLIDE TRAY, MAP FORM, for 20 ,hl" slides. Made of 

heavy, rigid, reinforced cardboard, Outside index with cor¬ 
responding numbers inside. Size S x 13% x 7/16", tvhen 
closed. each $ 1.35 

dozen 13.80 
3 dozen 12.42 per dozen 
6 dozen 11,04 per dozen 


SLIDE TRAYS AND CABINET 


3x1" Micro Slide Cabinet 


• Compact twelve drawer cabinet-each drawer holds 100 
3x1" micro slides. 

• Convenient for permanent storage of 3 x 1" micro slides 
- cabinets can be securely stacked. 

• Study collections can be distributed to students, each 
receiving one tray. 


A-1608X SLIDE TRAY, MAP FORM, for 10 3x2" slides. Made 
of heavy, rigid, reinforced cardboard, Outside index with 
corresponding numbers inside, Size 6*13%*%" when 
closed. each $ 1.50 

dozen 15.00 
3 dozen 13.50 per dozen 
6 dozen 12.00 per dozen 


A-1615 ADAMS FOUR SLIDE CARRIER. Made of heavy card¬ 
board. Only 6Vi x 4 l A x Vi when closed. Fits into coat pocket. 

each $ .55 
dozen 5.40 
3 dozen 5.13 per dozen 
6 dozen 4.86 per dozen 


Finely constructed of wood with natural light finish. 
For recording the 1200 slides, the flat bottom tray holds 
12 index cards with numbered spaces which correspond 
to the numbers on the aluminum slots in the slide trays. 
9" wide, 1014" deep, 1814" high. Shipping weight 16 lbs. 

* A-1720 MICRO SLIDE CABINET for 1200, 3 x l" Micro Slides, 
12 drawers and index tray. each $ 48.00 

OUANTITY DISCOUNTS: 3 to 5 pieces - 5%, 6 or more -10% 


141 EAST 25TH STREET © NEW YORK 



























•a* ;:\v 


. .X'V .. • ■ i’i'.-v ••• • ..{■■ 

v «: : 


cv\ 


ADAMS SLIDE TRAYS 

For handling and storing Microscope 
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8 Easy anti sa/e handling of large mm- I 
6e/-s 0 / s/ides, 3 xl",3 xiy 2 " or 3 x2" 1 

size, especially when they have to be 
transported from one room to another, I 
Freshly prepared slides lie flat and will f 
not run, | 

I Trays can be placed in an oven, without I 
warping, for conditioning the slides. 
Surface of tray resists action by usual 
laboratory reagents such as alcohol, 
xylol, acetone and water. 

I Saves desk space when used in stacks j 
and adds to ivorking space when cabinet 
on stand is used. Tongue and groove 
slide-out arrangement permits any tray 
to be removed from stack and permits 
safe stacking. 

1 Easy identification and access to each 
slide, since the slides lie flat on the 
trays and the full surface of the label 
and specimen show clearly against the 
light background. Smooth dark colored 
masonite back for paraffin ribbons. 

Brass screw eye on front of tray fac.il- 
Bates its removal from the stack or 1 

cabinet. The card holder on the front j 

of the tray permits easy identification. \ 

Permits orderly arrangement, classifi- I 
cation and handling of slides during | 
preparation and for storage. Especially Ij 
recommended for student work, 

Affords protection against damage of j 
valuable materials, and against dust ij 
during and after preparation. Excellent | 
design and materials guarantee long | 
life. 
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THREE UNITS OF EQUIPMENT 


SLIDE TRAYS 


SLIDE TRAY CABINETS 


ROLLING STANDS 


1. SLIDE TRAYS 

Will be found especially useful by those who 
prepare and handle largo quantities of slides, as 
in college, hospital and research laboratories. 
Teachers have found them especially valuable 
for distributing student loan collections during 
class periods. Where the same laboratory is used 
for more than one class, the cabinet mounted on 
the rolling stand will be found most useful. 

(specifications 

The trays are approximately 12 by 17", and a 
stack of 24 trays (1200 3 x 1" slides) is approxi¬ 
mately 12" high (less than 2 cubic feet). Each 
tray will hold 50 3 x 1", 35 3 x 1 W or 25 3 x 2" 
slides. The basic unit is a durable non-warping 
composition board, the surface of which is 
coated with a special, light colored lacquer and 
paint combination which is resistant to the usual 
laboratory solvents such as alcohol, xylol, ace¬ 
tone and water. The back of the tray has a smooth 
dark finish for clear visualization of paraffin 
ribbons. 

The composition board is grooved to hold wooden 
crossbars which are glued with special water¬ 
proof glue. This unit is then mortised into a 
molding of hard kiln-dried and seasoned wood. 
The molding is joined to the four corners by 
means of a grooved and splined mitered joint. 
(No nails are used but rather the more durable 
grooved wood joints.) 

The side moldings carry on their upper surface 
a tongue and on their lower a groove, so that the 
trays can be stacked safely... at the same time 
permitting any tray to be slid out from a stack. 
Each tray carries a brass label holder, and screw 
eye handle on the front. 

These trays are patterned after the design first 
suggested by Prof. Gage, of Cornell University, 
and incorporate improvements in design, mate¬ 
rials and construction suggested by Prof. R. L. 
Carpenter, of Tufts College. » 
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Adams Slide Cabinet For 
3x1" Microscope Slides 


Attractive natural grained, maple-stained ply¬ 
wood, 14" wide by 1914" high by 22" deep. 8 
drawers—each drawer holds 285 3x1" micro¬ 
scope slides in three rows of numbered slots— 
giving a total cabinet capacity of 2280 slides. 
Can be nested interchangeably with Adams 
Kodachrome Slide Cabinets. 

*A-1680 Adams Microscope Slide Cabinet. 
Shipping Weight 4ti lbs, 

.ea. $ 90.00 


Adams Slide Cabinet For 


2x2" Kodachrome Slides 
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Micro Slide Cabinet and Ko¬ 
dachrome Slide Cabinet can 
be nested interchangeably. 


Capacity from 1840 to 5520 slides, depending 
on whether individual separators or group sep¬ 
arators are used, and the method of binding. 
This Kodachrome Slide Cabinet has the same 
outside dimensions as the A-1680 Microscope 
Slide Cabinet, but has 10 drawers. 

Each drawer has two columns of numbered slots. 
Where individual partitions are wanted, small 
cardboard rectangles the same height as the slots 
are used. When group dividers are wanted the 
red fibre dividers with labels are used. In the il¬ 
lustration below note that group dividers or in¬ 
dividual partitions can be used interchangeably 
as the need demands. 

Adams Kodachrome Slide Cabinets can be sup¬ 
plied with an illuminating view box drawer with 
diffusion glass (A-1676A) in place of onedrawer. 
Drawer has on and off switch on the front panel 
and space inside for the cord and plug. 

MOTEi Unless otherwise specified cabinets will be fur • 
nished with ISO Rad Fibre Dividers (A-1677) and 
labels, and 1000 Cardboard Partitions (A-1678). On 
request cabinets will be furnished with either 300 Red 
Fibre Dividers (A-1677) and labels, or 2000 Card¬ 
board Partitions (A-1678) at no extra charge. 


for other listings of slide cabinats, see pages 89, 70, 71, 73,204 and 20S 


*A-1676 Same as above, but with View Box 
Drawer in place of one file drawer, 

sa. $104.00 


*4-1677 Red Fibre Dividers for Adams Koda¬ 
chrome Slide Cabinet. per 100 $2.00 


*A-1678 Cardboard Partitions for Adams Ko¬ 
dachrome Slide Cabinet. per 1000 $2.85 


*A*1676A View Box Drawer for A-1675 Cabi¬ 
net .. ea. $12,00 


* A-1675 Adams Kodachrome Slide Cabinet, 
complete with 10 drawers, 150 Red Fibre 
Dividers (A-1677) and labels, and 1000 
Cardboard Partitions (A-1678). ...ea, $94.00 
Shipping Weight 48 lbs. 


A-1676 for 
2 x 2" Kodachrome Slides 
with View Box Drawer 
A-1B76A. 


ftDfllis SECTIONAL SLIDE CABINETS 

Featuring 5 iBterchangeable units for 2x2" Kodachromes 
| L • ■ *| 31 / 4 x 4 " Lantern Slides 

I 9 1 3x1" 3xiy 2 ", 3x2" Micro Slides 

[ nation. 1 

L: | 

The sectional units stack conveniently, 
having the same width and depth. 1 

@ ^ separate base is available for use when | * A-1699 

" K cM ™“. «■ ft™ (not : SECTION lo hold 576 2 * 2” lantern slide, in 

r< quired when cabinets are used on table f individual partitions, or when group dividers arc 

ordesk )- , , used approximately 1700 of the cardboard 

g Any assortment of units can be ordered I readymounts, or 1152 slides bound between 

and used together, depending on the mm I f lass m Adl,ms Slide Binders, or 858 slides bound 

i her of slides in each category to be filed I w}™* gk8S “ edi « hrome S,ide Binders * 

bory w oe plea. Where group division is wanted, red fibre di¬ 

viders with labels are provided. Group dividers 
| . | or individual partitions can be used interchange- 

if ably as the need demands. 

,*^31 (Cabinets will be furnished with 56 red fiber di- 

: Vlders (A-1677) and labels, and 300 cardboard 

^ 1 partitions (A-1678). On request cabinets will be 

I r/fjl with either 106 red fiber dividers 

i - i | «rl 1 md or 699 car( lboard partitions 

a **■"' r (A-1678) at no extra charge.) 

lEB : I cl each $36.00 

j . ■ | Shipping Weight 42 lbs. 


, - 


: . m 






SECTIOIV to hold 600 3x2" prepared micro¬ 
scope slides filed vertically.each $31.25 

Shipping Weight 42 lbs. 

*A-1696 

SECTION to hold 1200 3 x 1" prepared micro¬ 
scope slides in two drawers. Slides are filed ver¬ 
tically in individual slots. each $ 42,00 

Shipping Weight 42 lbs. 


/to " :!V ftj- % 





Illustration shows stack¬ 
ing of one each of five 
different units and base 


SECTION to hold 800 3xlT4" prepared micro¬ 
scope slides in two drawers, Slides are filed ver¬ 
bally .each $ 37.50 

Shipping Weight 42 lbs, 

*A-170Q 

SECTION to hold 195 314 x 4" lantern slides, 

each $ 32.00 

Shipping Weight 42 lbs. 


SPECIFICATIONS 

All wood, fine, cabinet-maker’s construction 
and finish. Cabinets are I 8 V 2 " wide and 
21 >4" deep, Units are approximately 6 " high, 
varying slightly depending upon the type of 
unit, Base is 8 " high, including four heavy 
wooden legs. 




*4-1791 

BASE for Adams Sectional Slide Cabinets. 


Shipping Weight 22 lbs. 


each $12.00 


* A-1677 Red Fiber Dividers for A-1699. 

per 100 $2,00 

* A-1678 Cardboard Partitions for A-1699. 

per 1000 $2,85 
























Ross-Adams Lens Tissues 


Lens and Bibulous Papers 


Smooth, dense and thin 
Highly absorbent 

Do not harbor dust particles which mdy scratch 
delicate lenses or other highly polished surfaces 


A-1560 ROSS-ADAMS 
LENS TISSUE, STAND- 
ARD SIZE, 100 3 x 5" 
SHEETS in a handy dis¬ 
pensing cardboard enve¬ 
lope (10 envelopes to a 
counter display carton). 

per envelope of 100 $.35 






A-1564 ROSS-ADAMS 
LENS TISSUE, LABO¬ 
RATORY SIZE, 1000 
4%x5" SHEETS in a 
handy dispensing card¬ 
board box 

per box $ 3.00 


A-15G2 ROSS-ADAMS 
LENS TISSUE, ECON¬ 
OMY SIZE, 300 VA x 5" I 
SHEETS in a cardboard || 
box 

per box $1.00 | 


A-1480 LENS PAPER | rlfc 

BOOKLET, 50 PERFO- g ;» 

RATED SHEETS 1x6". I 

Special soft, silky, dust- I 

free paper. Will not || . 

scratch lenses. Packed two I 

dozen per package. I 

ea. $.25 $2.40dot I .*.. 

6 dot $2.28 doz. 8 

12 doz. $2.16 doz. 

A-1480X LENS PAPER BOOKLET, 100 PERFORATED 
SHEETS 6x8". Same quality paper as A-14110. Packed two 
dozen per package .88. $.90 dOZ, $9.00 

A-1482 LENS PAPER, REAM (500) 24x 36" SHEETS. 

.ream $ 22,50 

A-1490 LENS PAPER, 100 8 x 12" SHEETS IN ENVELOPE. 
Same quality paper as A-1480 booklet. 

envelope of 100 sheets $1.20 doz. envelopes $12.00 

A-1491 LENS PAPER, 100 6 x 8" SHEETS IN ENVELOPE. 
Same quality paper as A-1480 booklet. 

envelope of 100 sheets $ ,65 doz. envelopes $ 6.60 


A-1479 BIBULOUS 

PAPER BOOKLET, 50 
PERFORATED SHEETS 
4 x 6". High quality white 
absorbent paper. Specially 
recommended for drying 
microscope slides. Packed 
one dozen per package. 

ea. $.50 doz. $5.10 


it inn i>rs em k 


COMBINATION llpOKIJ-r 

lilo Am. dilutr.,.. Jia. V,,<i U, lmi» 
*4 kb, AMI .1 1~. .III. JtHW >■«,.. 

Ij> *.'•» ,«. .. »'• 

Nt * If Am<* *1 kU. , m 4 » J»m *1 


A-1483 COMBINATION 
LENS AND BIBULOUS 
PAPER BOOKLET. 100 
perforated sheets, 4x6", 
50 each of lens and bibu¬ 
lous paper. Packed one 
dozen per package. 

ea. $ .70 doz. $ 7.20 


QUANTITY DISCOUNTS: (except A-1480) 3 dozen 10%, 6 dozen 20% 


■MHH 


Canada Balsam • Immersion Oils 





A-1497 TRUE CANADA 
BALSAM, Paper strained. 
1 oz. avoir. Balsam Fir 
Canada, clarified selected 
quality (Canada Turpen¬ 
tine V.S.P. reagent) 8 lb. 
3 oz. to 8 lb, 6 oz. to the 
gallon. 

1 oz. bottle $ 1.70 
1 doz. bottles 17.00 




K. c ‘Avhda41 

*ilw tm« 


A-1495 CEDARWOOD 

OIL (Immersion Oil) 
U.S.P. for Microscopic 
work. Refractive index at 
18°C. = 1.515. 


1 oz. bottle $ .85 
1 doz. bottles 8.50 


QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


A-1496/A CARGILLE’S 

(formerly Shillaber’s) 
NON-DRYING IMMER¬ 
SION OIL for microscopy. 
N^l c =1.5150 (±0.0002). 

Very low Fluorescence. 
Lower viscosity than Type 

B. 

1 oz. bottle $ 1,05 
1 doz. bottles 10.50 


A-1496/B CARGILLE’S 

(formerly Shillaber’s) 
NON-DRYING IMMER¬ 
SION OIL for microscopy. 
Same as A-1496/A except 
low Fluorescence. Higher 
viscosity than Type A. 


loz. bottle $ 1.05 
1 doz. bottles 10.50 
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Micro Slide Labels 


PRESS-ON 

® PERMANENTLY ADHERE to slides with light pressure, .no 
wetting required 

• USY T0 HANDLE in typewriter... supplied on 6x4" sheets, 
24 labels per sheet 





MM U 


A-1484 PRESS-ON MICRO SLIDE LABELS, 15/16" SQUARE. 
Pressure seal type with die cut round corners. 24 labels per 
6 x 4" sheet. Packed 42 sheets (1000 labels) per box. 

per box of 1000 $ 2.75 
per dozen boxes 27.00 

GUMMED 




Gold Seal Inks 


FOR GLASS 
AND PORCELAIN 


|| Non-acid, non-corrosive, non-injurious and 
non-inflammable, 

f|| Resistant to acid, alkali, the usual laboratory 
solvents, and high temperatures. 

§ Available in four colors ... Red, White, Blue 
and Black. 

FOR GLASS.. . use red, white and black inks for marking 
directly. Ideal for relining graduations on items such as 
thermometers and burettes. Blue is used directly only where 
surface is not subject to abrasion, or permanence not desired. 
A thin underlay of white ink serves as an excellent back¬ 
ground for red, blue and black inks, or for pencil marks 
which can be erased. Blue ink is permanent when used on 
an underlay of white. 

FOR PORCELAIN and other Ceramic Materials... use 
blue ink, When fired, it gives a permanent black mark 
which will not bum off and is very resistant to abrasive and 
solvent action. 






GOLD SEAL LABORATORY INKS 


I 


H 






A-1481 MICRO SLIDE LABELS, 15/16" SQUARE. Package of 

1000 (10 boxes of 100 labels each). 

per package of 100D, $ 2.75 
per dozen packages 27.00 





A-1481 A micro 

SLIDE LABELS. 
%" SQUARE, ROLL 
FORM. Four rolls of 
250 each perforated 
labels in a handy dis¬ 
pensing carton. 

carton (iooo labels) $ 1.60 
per dozen cartons 16.20 







QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


A-5 DIAMOND POINT PENCIL. For writing on glass. A sharp 
diamond chip mounted securely on metal in 6" hexagonal 

aluminum handle .each $4.00 dOZetl $40.00 


]N?l68-TM/atSc>(’//CHINA-MARRING 1 


C-4561 BLAISDELL SKIN MARKING PENCIL. Makes fine, 

vivid, non-irritating and removable mark on skin. Available 
in red (269T), blue (268T) and black (273T). Packed one 
dozen of a color to a box . dozen $ 2,70 

C-4563 BLAISDELL HEAT-RESISTANT LABORATORY 
PENCIL, Makes distinct, heat-resistant marks on glazed sur¬ 
faces ., .glass, porcelain, metal. Will not run at temperatures 
up to 3O0°C and not affected by ordinary reagents. Available 
in red (365T), yellow (370T), blue (268T), and black (373T), 
Packed one dozen of a color to a box . dozen $ 2.70 

C-4564 BLAISDELL CHINA AND GLASS PENCIL. Softer 
lead .,. will not scratch highly polished surfaces. Available 
in light red (169T), blue (WT), and black (173T). Packed 
one dozen of a color to a box . dozen $ 2.70 

QUANTITY DISCOUNTS: 3 dozen 10%, S dozen 20% 
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A-1341/D 


lfie O'ssecting Kits on the following pages are widely used and fulfill most teaching a 
use requirements. If these Kits rio not meet your particular needs, however, special K 
can be made up to your own specifications. Select the required instruments and cases frc 
among those shown and send us your list of items for quotation. If desired, a sample I 
of your selection can be submitted for your approval. 


URSES • VE11 


ANATOMY 


A-1331 Adams Folding Pocket Magnifier, 
SINGLE. 24 mm. ground and polished lens 
mounted in bakelite, magnijication about 

5 x.each $ .90 dozen $ 8.40 


V (inches and mm.), and letter opener. 
P/i" good quality lens mounted in a plastic 
handle. Magnifies about 4 X, Conveniently 
carried in vest pocket. 

each $ .93 dozen $ 9.60 

In individual paper box 

each $1.15 dozen $11.40 

On quantity orders, these rulers can be im¬ 
printed with your name. Write for quotation. 


ADAMS 

STAND 

MAGNIFIER 


A-1340 Adams Stand Magnifier | 

For reading index in analytical instruments | 
or as a dissecting magnifier. Magnifies 2% X, | 

1 

1%" lens, in aluminum frame with socket S 
joint. Curved arm adjusts height. Cast iron | 
base with gray crackle finish gives magnifier 1 
stability. Bright metal parts chrome plated, 1 
Folds up compactly when not in use (lens 3 
folds under the base). ;i 

each $1.50 dozen $ 15.00 ^ 


A-1333 Adams Folding Pocket Magnifier , 
DOUBLE. Same as A-1331 but with two 
lenses combined in the one mounting, Mag¬ 
nification of the combined lenses about 10 X. 

each $1.55 dozen $15.60 


DOUBLET MAGNIFIER 


READING 

GLASSES 


Reading Glasses, 2", 3", or 4" lenses mounted 
in aluminum frume with black plastic han¬ 
dle. Magnification approximately 3 X, Each 
in a box. 

A-1336/2" .each $1.90 dozen $18.75 

A-1336/3". “ 2.70 “ 28.80 

A-1336/4" . “ 4.00 “ 41.20 


A-1330 Tripod Magnifier. Ground and pol¬ 
ished lenses 25 mm. diameter in bakelite 
mounting. Magnijication approximately 
10 X. Screw adjustment for focusing. Tripod 
stand black japanned brass. Each in a box. 

each $1.85 dozen $17.80 


BIN0C-L0UPE 


case, magnification 10 X. Consists of two 
separate plano-convex lenses. Attractive 
smooth aluminum housing, lightweight. 

each $4.95 dozen $49.50 


A-1335/15 Doublet Magnifier, same as 1 

above but providing magnification of 15 X. ;; 

each $4.95 dozen $49.50 t 


Binocular eye-Ioupc — speeds up 
and improves precision work. Hands 
are left free. It lias dual-mounted 
lenses, ground from the finest opti¬ 
cal glass, which magnify an object to 
needle-point sharpness. Metal frame 
with adjustable plastic headband. 

This binocular design provides 
Third-Dimensional vision — true 
perception of depth — which is im¬ 
possible witli a single lens loupe. It 
permits viewing an object, greatly 
magnified with the clarity and com¬ 
fort of normal vision. Can be worn 
over eyeglasses. 


A-1341/A magnifies 1% X at focal length 

of if .each $9.00 

A-1341/B magnifies 2% X at focal length 
of f .each $ 9,00 

A-1341/C magnifies 3 X at focal length of 

5 "...each $11.50 

A-1341/D magnifies 2% X at focal length 
of 1", also has extra lens on right eye to 
give 6 X magnification at focal length 

of r .each $16.00 


QUANTITY DISCOUNTS: Except A-1341,3 doz. 10%, 6 doz. 20% 
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A-198 

COMPARATIVE ANATOMY KIT 


ELEMENTARY DISSECTING KIT 

Recommended for beginning classes in Biology and Botany. 

SINGLE DISSECTING CASE (A-185) Plastic, simulated alligator 

B-300 Justrite Replaceable Blade Scalpel 
A-90A Teasing Needles (2), straight points 
A-SS Dissecting Forceps, 4 l /i" 

A-125A Fine Point Dissecting Scissors, 4y<i" 

A-170P Dropping Pipette 

A-170R Celluloid Rule, 6I" (150 mm.) 

each $2.20 dozen $22.20 


SINGLE DISSECTING CASE (A-175) Pttabu, pin . sea i hath- 

or alia. 6 loops, 2 and pockets 

A-104 Probe and Seeker 

B-318 Steel Scalpel, fine quality, l 1 //' belly blade 
B-825/C Straight Surgical Scissors, blunt-sharp, 5] 4" 

chrome plated 
A-100 Grooved Director 
B-B30/C Thumb Dressing Forceps, 5W, chr. pi. 
B-313/SP Steel Scalpel, 1 Y/' narrow blade 
A-170R Celluloid rule, 6" (150 mm.) 


Same as above, except Solid Steel Scalpel 
(B-l) in place of Justrite Scalpel (B-300). 


BIOLOGY AND NURSES 


TRAINING SCHOOL KIT 


SINGLE DISSECTING CASE (A-185) Plastic, simulated alligator 

B-300 Justrite Replaceable Blade Scalpel 

A-90A Teasing Needle, straight point 

A-90XA Teasing Needle, angular point 

A-1996 Fine Point Scissors, straight, 4W’ 

A-170P Dropping Pipette 

A-1900 Dissect. Forceps, straight tips, fine pts,, 4W' 

A-170R Celluloid rule, 6" (150 mm.) 


A-172 

INTERMEDIATE DISSECTING KIT 

For use in advanced Biology and Comparative Anatomy 


courses 


All kits on this page can also be supplied in the new 
molded polyethylene BIOCASE, shown on page 07 


All kits on this page can also he supplied In the i 
molded polyethylene BIOCASE, shown on page 87 
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A-189 


INTERMEDIATE DISSECTING KIT 1 

For more advanced work in zoology and comparative anatomy. 1 

DOUBLE DISSECTING CASE (A-186) Plastic, emulated alligator 1 

A-170R 

Celluloid Rule, 6" (150 mm.) 

A-125B 

Extra Quality Dissecting Scissors, 4%" l 

A-1996 

Fine Point Scissors, straight, 4]/o" 

B-313 

Steel Scalpel, 1" belly blade 

B-313 

Steel Scalpel, 1Yi" belly blade 

A-10 

Cartilage Knife, blunt scraper end, 2" blade 

B-630X 

Medium Pt, Diss. Forceps, straight tips, 4W 

A-1901 

Dissect. Forceps, curved tips, fine pts., 4Y>" 

A-101 

Flexible Probe, 6" 

A-90A 

Teasing Needle, straight point 

A-90XA 

Teasing Needle, angular point 

A-1TOP 

Dropping Pipette 


each $7.65 dozen $76.50 

r——-^ 


1 DOUBLE DISSECTING CASE (A-186) Plastic, simulated alligator 

| A-170R 

Celluloid Rule, 6" (150 mm.) 

Cartilage Forceps, 5" 

l A-64 

1 A-1901 

Dissect. Forceps, curved tips, fine pts,, 4 l A" 

B-315A 

Steel Scalpel, 1 blade 

B-315A 

Steel Scalpel, iy 2 " blade 

A-10 

Cartilage Knife, blunt scraper end, 2" blade 

A-1996 

Fine Point Scissors, straight, 4 l /%" 

B-82SC 

Straight Surgical Scissors, blunt-sharp, 
chrome plated 

A-B2 

Hooks and Chains 

A-90A 

Teasing Needles (2), straight points 


each $8.75 dozen $87.00 
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A-193 

ANATOMY DISSECTING KIT 

DOUBLE DISSECTING CASE (A-176) Pliable, pineal hath. 

erette, 12 loops, one large packet , one end pocket 

A-17QR Celluloid Rule, 6" (150 mm.) 

A-10 Cartilage Knife, blunt scraper end, 2" blade 
B-318 Steel Scalpel, fine quality, 1 X A" belly blade 
B-313/SP Steel Scalpel, 1" narrow blade 
A-102 Double End Probe and Seeker 
A-1900 Dissect. Forceps, straight tips, fine pts,,4 x A" 
A-67 Coxeter Cartilage Forceps, 5Vi" 

A-82 Hooks and Chains 
A-1996 Fine Point Scissors, straight, 4 l A" 

A-30 Metal Blow Pipe 

0-825/C Straight Surgical Scissors, blunt-sharp, 5 X A", 
chrome plated 

A-96 Metal Needle holders, straight needles (2) 

\ Can also be supplied in the new molded each $ 12.20 

/ polyethylene BIOCASE, shown on page 87 dozen 122.00 


COMPARATIVE ANATOMY KIT 

DOUBLE DISSECTING CASE (A-176) Pliable, pin-seal leath¬ 
erette. 12 loops, one large pocket, one end pocket 

A-170R Celluloid Rule, 6" (150 mm.) 

A-10 Cartilage Knife, blunt scraper end, 2" blade 
A-104 Probe and Seeker 
A-101 Flexible Probe, 6" 

B-313 Steel Scalpel, 1 Vi' belly blade 
A-90A Teasing Needles (2), straight points 
A-1996 Fine Point Scissors, straight, 4 X A" 

B-B25/C Straight Surgical Scissors, blunt-sharp, 5 x /%", 
chrome plated 
A-170P Dropping Pipette 

A-1900 Dissect. Forceps, straight tips, fine pts., 4 X A" 
A-1901 Dissect. Forceps, curved tips, fine pts., 4 l /i' 

Can also be supplied in the new molded each $ 8.40 

polyethylene BIOCASE, shown on page 87 v dozen 8400 


(aoams) 


HMdl IWirltjiy l tiULL (A‘1Q3P) Olivo drab, heavy army duck, 12 
adjustable loops and an end pocket for instruments 

A-170R Celluloid Rule, 6" (150 mm.) 

B-306F Adams Detachable Handle with 6 ea. blades 
B-306/3 and /5 

OR B-30SH/4 Jus trite Handle with 6 ea. blades B-305/22 

and 123 ( See description oj blade styles, page 90 } 
A-1900 Diss. Forceps, straight tips, fine pts., 4 X A" 
A-1963 Section Lifter, all metal with flexible blade 
B-668/C Mayo Diss. Scissors, straight, 5y 2 ", chr. pi. 

A-96 2 Metal Needle Holders, w. straight needles 

B-472/C Halstead Mosquito Forceps, box lock, 
straight, chrome plated 
A-106 Flesh Hook 

A-1996 Fine Point Scissors, straight, 4 X A" 

B-505/C Jones Artery Clamp, 5", chrome plated 
A-104 Probe and Seeker 
A-67 Coxeter Cartilage Forceps, 5 % " 

each $ 21.00 dozen $210.00 


W3MMS 


QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 

mmmmmmsmmm wmmm m 
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MEDICAL ANATOMY KIT 

DOUBLE DISSECTING CASE(Mn) ptiabh, pin . S c al te «, h . 

crane, 12 loops, one largo pocket, one end pocket 

A-100 Grooved Director 
B-432/C Serrefine, straight, chrome plated 
B-825/C Straight Surgical Scissors, blunt-sharp, S 1 // 1 , 
chrome plated 

B-433/C Serrefine, curved, chrome plated 
B-645/C Tissue Forceps, $ x / 2 ", chr. pi, 1x2 teeth 
A-82 Hooks and Chains 
B-B30/C Thumb Dressing Forceps, 5 X A", chr. pi. 

A-104 Probe and Seeker 
B-313/SP Steel Scalpel, 1 X A " narrow blade 

B-318 Steel Scalpel, fine quality, 1 X A" belly blade 
B-318 Steel Scalpel, fine quality, 1 X A" belly blade 
A-170R Celluloid Rule, 6" (150 mm.) 



Can also be supplied in the new molded 
' polyethylene BIOCASE, shown on page 67 


each $ 13.75 
dozen 137.50 




mmmmm 




A-197 

DISSECTING KIT 

DOUBLE DISSECTING CASE [A-176) Ptiubto, ptn-scai loath- 

ariilta, 12 loops, one large pocket, one end pocket 

A-170R Celluloid Rule, 6" (150 mm.) 

A-64 Cartilage. Forceps, Medium Points, 5" 

4-1258 Extra Quality Dissecting Scissors, 4 X A" 

A-170P Dropping Pipette 

B-313A Tenaculum Hook I 

A-82 Hooks and Chains 

B-313 Steel Scalpel, 1 }i " belly blade , 

B-313 Steel Scalpel, l ] />" belly blade 
A-10 Cartilage Knife, blunt scraper end, 2" blade I 
A-90A 7 easing Needles (2), straight points 

A-30 Metal Blow Pipe 

I Ca n also be supplied In the new molded each $ 8,00 

\/ polyethylene BIOCASE, shown on page 87 dozen 80 00 






QUANTITY DISCOUNTS: 3 dozen 10%, a dozen 20% 




ADVANCED COMPARATIVE 

ANATOMY DISSECTING KIT 

DOUBLE DISSECTING CASE (A-176) piiabte , pin-seal leath¬ 
erette, 12 loop#, one large pocket, one end pocket 

A-170R Celluloid Rule, 6" (150 mm.) 

A-82 Hooks and Chains 
A-10 Cartilage Knife, blunt scraper end, 2" bl, 
B-825/C Straight Surgical Scissors, blunt-sharp, 
5 X A", chrome plated 

A-1996 Fine Point Scissors, straight, 4 X A" 

A-30 Metal Blmv Pipe : ; i 
A-107 Sharpening Oil Stone 
B-305 Justrite Standard Surgeons Detachable 
Scalpel Blades, 6 ea. of sizes 10 and 11 

(See description of blade styles, page 90J 

B-305H/3 Justrite Standard Surgeons Handle 
B-630XX/C Broad Point Thumb Forceps, 5 X A", chr. pi. 
A-1900 Diss. Forceps, curved tips, fine pts., 4 X A" 
A-102 Double End Probe and Seeker 
A-SB Metal Needle Holders, straight needles (2) 

each $13.75 dozen $137.50 
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MEDICAL STUDENTS ANATOMY KIT 


INSTRUMENT ROLL (A-109P) Olive drab, heavy army duck. 

IH adjustable loops and an end pocket 

A-170R Celluloid, Rule, 6" (150 mm.) 

B-2091 Curved Suturing Needle 

A-108 Carborundum Sharpening Stone 

A-67 Coxeter Cartilage Forceps, 5 l /V 

A-104 Probe and SeeJeer 

A-9 Camel Hair Brush 

A-1996 Fine Point Scissors, straight, 4 V> " 

A-1904 Cover Glass Forceps 

B-825/C Straight Surgical Scissors, blunt-sharp, 5 Vz ”, 
chrome plated 
A-B2 Hooks and Chains 

B-315/A Steel Scalpel, 1 Vi' blade 

8-315/A Steel Scalpel, 1U ” blade 

A-106 Flesh Hook 

A-170P Dropping Pipette 

A-64 Cartilage Forceps, Medium Points, 5” 

A-1963 Section Lifter, all metal with flexible blade 

C-4661/H Blaisdell Skin Marking Pencil, Red 
C-4561/B Blaisdell Skin Marking Pencil, Blue 
A-90A Teasing Needles (2), straight points 


ADVANCED MEDICAL and 

PHYSIOLOGY DISSECTING KIT 


INSTRUMENT ROLL (A-1Q9P) Olivo drab , heavy army duck, 

18 adjustable loops and end pocket 

A-170R Celluloid Rule, 6" (150 mm.) 

A-107 Sharpening Oil Stone 

A-101 Flexible Probe, 6” 

B-305H/4 fustrite Standard Surgeons Handle, No, 4 
B-305 Detachable Blades for above, 6 ea. of sizes 
21 and 23 

(Sea description of blade styles, pane 90J 

B-845/0 Tissue Forceps, 1 x 2 teeth, 5 Vi ", chrome pi. 

A -10 Cartilage Knife, blunt scraper end, 2” blade 
B-481/C Kelly Hemostat (artery forceps), straight, 
5Vi", box lock, chrome plated 
A-1996 Fine Point Scissors, straight, 4W' 

B-668/C Mayo Dissecting Scissors, straight, 5 Vi”, 
chrome plated 

A-1900 Dissect. Forceps, straight tips, fine pti,, 4Vi" 

A-104 Probe and Seeker 
B-630/C Thumb Dressing Forceps, 5Vi , chr. pi. 
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A-182 

UTILITY DISSECTING KIT 


TRIPLE DISSECTING CASE (A-187) pi,- 

able, pln>seal leatherette, 18 loops , 
ono large pocket and one end pocket 


A-10 Cartilage Knife, with blunt 
scraper end, 2" blade 

B-313/SP Steel Scalpel, 1” narrow blade 

B-313 Steel Scalpel, lW belly blade 

A-9B 2 Metal Needle Holders,.with 
straight needles 

A-102 Double-End Probe and 
Seeker 

A-942X 3-in-l magnifier and ruler 


A-104 Probe and Seeker 

A-1900 Dissecting Forceps, straight 

tips, fine points, 4Vi" 

A-64 Cartilage Forceps, Medium 
Points, 5" 

A-1901 Dissecting Forceps, curved 
tips, fine points, 4Vi" 

A-170P Dropping Pipette 
A-1996 Fine Point Scissors, sir., 4Vi" 
A-82 Hooks and Chains 


each $14.00 dozen $ 140.00 


A-107 Sharpening Oil Stone 

A-101 Flexible Probe, 6" 

B-B25/C Straight Surgical Scissors, 
blunt-sharp, 5Vz",chr, pi. 


DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


CLAY-ADAMS 9 INC © MI EAST 2STH STREET © N1W 


for protection of clothing in the laboratory, 


see the PV-1800 FULL LENGTH LABORATORY APRON on page 19. 





































STUDENT VETERINARY 

ANATOMY HIT 


INSTRUMENT ROLL (A-103P) Olive drab, heavy 

Army duds. 12 adjustable loops and end 

pocket jo r instruments 

A-107 Sharpening Oil Stone 
B-830/SS Thumb Dressing Forceps, 5]i ", 

stainless steel 

B-B45/SS Tissue Forceps, 1 x2 teeth, 5", 
stainless steel 
A-101 Flexible Probe, 6 " 

B-B25/SS Straight Surgical Scissors, blunt- 

sharp, 5 1 //', stainless steel 
A-10 Cartilage Knife, with blunt scraper 
end, 2 " blade 
A-106 Flesh Hook 

B-305H/3 Justrite Standard Surgeons De¬ 
tachable Handle, No. 3 
B-305 Justrite Blades, to fit above han¬ 
dle, 6 ea. of sises 10 and 11 

(See description oj blade stylos, page 90) 


I <aEwm 


c 


each $14.75 dozen $147.50 


A-207 

VETERINARY 

PRACTITIONER’S HIT 

INSTRUMENT ROLL (A-109P) Olive drab, heavy 

Army duck, IS adjustable loops, end pocket 

A-10) Flexible Probe, 6" 

A-100 Grooved Director 

B-31B Nicking Knife (diss. scalpel) 

B-317A Bistoury Scalpel, curved, sharp pt. 
B-317B Bistoury Scalpel, curved, probe pt. 
B-481/SS Kelly Artery Forceps, box lock, 
straight, 5W, stainless steel 
B-645/SS Tissue Forceps, ", 7 ,v 2 teeth , 
stainless steel 

B-630/SS Thumb Dressing Forceps, 6", 
stainless steel 

B-536A/SS Rochester Ochsner Forceps, box 
lock, straight, 6\i", 1x2 teeth, 
stainless steel 

B-305H/4 Justrite Standard Surgeons Detach¬ 
able handle, No. 4 

B-305 Blades, 6 each. No. 20 belly blade 

and No. 21 sharp straight blade 

(See description of blade styles, page 00) 

B-472/SS Halstead Mosquito Forceps, box 
lock, straight, 5", stainless steel 
B-870/SS Mayo Dissecting Scissors, curved, 
6 %", stainless steel 

B-825/SS Straight Surgical Scissors, blunt- 
sharp, 5% ", stainless steel 
B-448A/SS Ferguson’s Angiotribe Forceps, 
straight, 7V 2 ", box lock, st. steel 
A-10 Cartilage Knife, with blunt scraper 
end, 2" blade 
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each $ 49.00 dozen $490.00 


DISCOUNTS: 3 dozen 10%, 6 dozen 20% 


&-ADAMS ® INC 9 Ml EAST 25ms STKEKT § NSW YORK 



VETERINARY MINOR 

OPERATING HIT 


INSTRUMENT ROLL (A-103P) Olive drab , heavy 

Army ditch. 12 adjustable loops and end 
pocket for instruments 


I uo, m .... 


A-211 

VETERINARY ANATOMY KIT 

INSTRUMENT ROLL (A-108P) Olivo drab, Army 

duck, 18 adjustable loops and end pocket 

A-B2 Hooks owl Chains 
B-321 Heavy Duty Veterinary Scalpel 
A-10 Cartilage Knife 

B-305H/4 Justrite Replaceable Blade Scalpel 
Handle No. 4 

B-305H/3 Justrite Replaceable Blade Scalpel 
Handle No. 3 

A-102 Probe and Seeker with curved knife 
point 

A-105 Heavy Probe and Seeker 
A-106 Flesh Hook, regular, 2\A" 

A-106X Flesh Hook, heavy, 3 " 

B-630/C Thumb Dressing Forceps, 5 

B-645/C Tissue Dressing Forceps, 1x2 

teeth, 5y<f" 

A-101 Flexible Probe 

B-825/C Surgical Scissors, straight, blunt- 
sharp points, 5 Vi" 

B-305 6 Justrite Scalpel Blades No. 11 

B-305 6 Justrite Scalpel Blades No. 23 

each $20.25 dozen $202.50 


QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 
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INSTRUMENT ROLLS f BlOCASE 


Molded Polyethylene Case 
for Dissecting Instruments 


A-183 

NURSES KIT 


Heavy Army duck, olive drab, 
leatherette instrument loops, cloth- 
tape binding and tie-ribbons. 


OF INSTRUMENTS ... holds contents of all single 
and many double case kits with additional space for 
pencils and personal effects 

9 INSTRUMENTS EASILY INSERTED AND REMOVED 

... strong flexible plastic loops molded into top and 
bottom of case provide easy access to all instruments 

« NON-BREAKABLE - NO RATTLE . . . polyethylene 
absorbs shock and noise,, .firmly held Instruments 
do not rattle 

9 WASHABLE-WILL NOT STAIN or ABSORB ODORS 
... flat open-surfaces easy to clean... polyethylene 
not affected by common laboratory chemicals 

* CONVENIENT SIZE... r long x 3-3/16" wide x 
15/16" deep...fits in coat pocket 

& CAN BE MARKED with student or school name... 
smooth space provided on top of Case for writing 
name with ball point pen, or for school decal 


BLACK LEATHER ZIPPER CASE (A-184) Shown below, left 

B-3093/C Lister Bandage Scissors, chr. pi., 5 l /z" 

A-101 Flexible Probe, 6" 

B-630/C Broad Point Thumb Forceps, chr. pi., 514" 
A-100 Grooved Director 
D-80 Rectal Tube, rubber, 22 Fr. 

B-3X Two white plastic Thermometer Cases, one 
with oral and one with-rectal thermometer 
B-505/C Jones Artery Forceps, chrome plated 
B-825/C Straight Surgical Scissors, blunt-sharp, 4)4", 

chrome plated 


A-lUdr 12 adjustable loops and an end 
pocket. 8x 11", measured without flaps, 


I'laU BIOCASE, Molded Polyethylene 
Case, 11 loops, with hinges and plastic 
snap closure molded into box. 

each $ .80 dozen $ 8.00 


A-163X 

NURSES KIT 


AT RIGHT: Pliable black pin-seal 
leatherette with soft-napped fabric 
backing, leatherette loops, 

BELOW: Strong, soft, electroni¬ 
cally sealed plastic, simulated alli¬ 
gator pattern. 


BLACK LEATHER ZIPPER CASE( A-184X) 


Shown below, right 

8-505/C Jones Artery Forceps, chrome plated 
A-100 Grooved Director 
B-3093/C Lister Bandage Scissors, chr. pi., 5 Vi" 

B-B25/C StraightSurgical Scissors, blunt-sharp, 5Vi", 
chrome plated 

D-80 Rectal Tube, rubber, 22 Fr. 

A-642/C Bakelite Case holding 2 cc. Luer syringe 
(GS-642) and one each stainless hypo needle 
25 x % " and 24 x 1" (A-1008) 

B-3X Two white plastic Thermometer Cases, one 
with oral and one with rectal thermometer 
B-630/C Broad Point Thumb Forceps, chr. pi, 5Vi" 
A-101 Flexible Probe, 6" 


A-103SP 


OTOLOGICAL, 12 adjustable 
loops and large snap button end pocket /or 
bulky Instruments. 9 x 16%" without flaps, 

each $2.20 dozen $22.00 


A-l Id SINGLE, 6 loops and 2 end pock* 
ols, $t/i X 7" folded, 

each $1.10 dozen $11.40 


A-l UUP 18 adjustable loops and end 
pocket. 8 x 14 %", measured without flaps. 

each $2.15 dozen $21.60 


A-l/b DOUBLE . 12 loops , 1 large pocket 
and 1 end pocket. 3% x 7" folded, 

each $1.25 dozen $12.60 


A-l 85 SINGLE, 6 loops, with outer pock* 
et, 3*4 * 7" folded, 

each $ .60 dozen $ 6.00 


A-184X 

BUCK GRAINED LEATHER ZIPPER CASE. 

10 adjustable loops. Site 7% i5" closed. 

each $ 7.00 dozen $ 70.00 

QUANTITY DISCOUNTS: on A-184 and A-184X only, 3 dozen 10% 


A-11QP 24 adjustable loops and a 5 x 

12" end pocket. 23% *24%", measured 
without flaps. 

m each $4.20 dozen $48.00 


A-186 DOUBLE, 12 loops, two center 
pockets, 3% xT" folded . 

each $1.15 dozen $11.50 


A-187 TRIPLE. 18 loops, 1 large pocket 
and 1 end pocket. 3% * 7" folded, 

each $2.00 dozen $20.40 


DUCK GRAINED LEATHER ZIPPER CASE. 
10 adjustable loops. Site 7 * 4 " closed. 

each $6.25 dozen $62.50 


QUANTITY DISCOUNTS: 3 dozen 10%, G dozen 20% 


© HEW YORK W 
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ADAMS SUPREME 


In individual envelopes packed 
1/2 doz. of a size to a package, 
doz. $1.80 gross $18.00 


Positive, Easy attachment. The 
blade is first slipped on to the tip 
and then snapped over the pin in 







ADAMS SUPREME HANDLE 

chrome plated, 

ea. 1.75 doz. 17.50 


B-307 ADAMS SUPREME SET 

One B-306F Handle and 6 each of any 
two styles of blades shown, in attrac¬ 
tive LEATHERETTE CASE. ea. $4.00 


one easy operation. It cannot move 
up, down or sideways. This results 
in a scalpel of the same rigidity as 
the one-piece scalpel. 

Five different styles of replace¬ 
able blades, of highest quality surgi¬ 
cal steel, honed to a razor edge, are 
available for use on this handle. 
These blades are thicker than the 
Justrite blades, 


B-305/H3, H4, H7 

Justrite HANDLES 

each $1.90 dozen $18.75 




JUSTRITE STANDARD 
SURGEONS HANDLES AND BLADES 

INTERCHANGEABLE with All Standard Makes 




11 11 1 11111 11 

.033013 
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IB-305 Justrite BLADES 

) Specify style numbers wanted. Supplied 
j in packets of 6 blades of a size, 24 pack- 
!l ets per box. 

doz. $1.80 gross $18.00 
3-GROSS LOTS, ASSORTED grOSS 16.20 
10-GROSS LOTS, ASSORTED grOSS 14.40 


justrite Standard Surgeons Blades 
are made from highest quality surgi¬ 
cal steel, tempered and hardened for 
longer and sharper service. Expert 
heat treatment gives each blade just 
the right rigidity and flexibility. 

Justrite Surgeons Handles are 
made of nickel silver, 



Handle No. 4 accommodates blades 
No. 20, 21, 22, and 23. Handles No. 
3 and 7 accommodate blades No. 10, 
11,12 and 15. 


JUSTRITE STUDENT REPLACEABLE BLADE SCALPEL 

An economically priced replaceable 


blade scalpel for student use, The han- 


die is secured at three points: at the mid- 


point of the blade, at the swivel, and at 


the bottom of the handle, 


A coin can be used to open the bottom 


screw. The two halves of the handle are 


then swung open and a new blade in- 

I B-300 Justrite Student Replaceable Blade Scalpel with B-305/21 Blade 

serted. 

...ea. $ .70 doz. $ 7.20 

QUANTITY DISCOUNTS: 3 DOZEN 10% • 6 DOZEN 20% 


. _i 
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CHROME PLATED STAINLESS STEEL 


$1.60 

$16.20 

$2.00 

$20.40 

1.70 

17.40 

2.00 

20.40 

1.80 

16.00 

2.10 

21.00 

1.90 

19.20 

2.20 

22.20 






Finely serrated tips and handle. 

4 1/ 2 " 

CHROME 

each 

$ .85 

I PLATED 
dozen 

$ 8,40 


W 

1.10 

10.80 


CHROME PLATED STAINLESS STEEL 


$1.00 

$10.20 

$1.40 

$14.40 

1.10 

10.80 

1.60 

16.20 

1.20 

12.00 

1,70 

17.40 

1.40 

14.40 

1.90 

19.20 


CHROME PLATED 

stainless steel 

each 

dozen 

each 

dozed 

$2.50 

$25.20 

$3.60 

$36.00 

3.50 

35.00 

4.40 

44.00 

4.80 

48.00 

5.60 

56.00 
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1 A*64 CARTILAGE FORCEPS, 5", MEDIUM POINTS, nickel plated, Fine serra¬ 
tions on tip and handle. Gradually bowed handle. each $ .65 dozen $ 6.6 



CHICAGO PATTERN CARTILAGE FORCEPS, W, broad points, 

nickel plated. For heavy cartilage dissection. Wide angle bowed han¬ 
dle for grasping of large areas. Fine serrations on tips and handle each $ 1.20 dozen $ 12.00 



A-67 COXETER CARTILAGE FORCEPS, 5" AND 5%", medium points, 

nickel plated. For cartilage dissection requiring very strong grip. § 

Bow in handles has angle near tip end. Fine serrations on tip and 

handle ..5" each $1.10 dozen $11.09 I 

W each 1.20 dozen 12.00 

QUANTITY DISCOUNTS: 3 doz. 10%, S doz. 20%. B-630/C and B-630/SS may be assorted in minimum dozen 
units of a size and finish. B-B45/C and B-645/SS may he assorted in same manner* 
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S FORCEPS STAINLESS STEEL 


C-975 W Heavy construction, precision finished 
points. Fine serrations on handle. For 
fine micro dissection. 

.each $ 5.50 dozen $ 54,00 


A-1905 414" Swiss style. Very fine points. 

.each $2.80 dozen $28.00 


A-T909 414" Swiss style. Very fine points. 

.each $ 3.00 dozen $ 30.00 


A-1913 414" Swiss style, curved. Very fine points. 

.each $3.50 dozen $35.00 


DISSECTING FORCEPS, W 

Forged steel, fine serrations on tips and handle. (Guide 
pins supplied on chrome and stainless instruments.) 


STAINLESS STEEL 



C-990/SS 4", full curved, Delicate, rounded points. 
Well-milled serrations. ea. $5.50 doz. $54.00 


gWljj 


C-1080/SS 4", straight. Delicate, 1 x 2 teeth. 

.ea. $5.50 doz. $54.00 


C-1061/SS 4", curved. Delicate, 1 x 2 teeth. 

.ea. $5.50 doz. $54.00 


SPLINTER FORCEPS 


A-1900 
FINE POINTS 


NICKEL CHROME STAINLESS 

PLATED PLATED STEEL 

each dozen each dozen each dozen 


A-1900 straight $.55 $5.40 $.70 $7.00 $1.80 $18.00 
A-1901 curved .60 6.00 .80 8.00 2.00 20.00 


B-630X 

MEDIUM POINTS 

B-631 | 

L-— ■ 



NICKEL PLATED 

CHROME PLATED 

B-630X STRAIGHT 

each dozen 

each 

dozen 

$.65 $6.50 

$ .85 

$ 8.50 

B-631 CURVED 

.80 8.40 

1.00 

10.20 



GARMALT SPLINTER FORCEPS, 4</ 4 ". Finely pointed, ser¬ 
rated tips witlf triangular depressions. Handies have thumb 
grips and serrations. With guide pins. 

stainless steel 

B-720 Straight.ea. $2.40 doz. $24.00 

B-721 Curved.ea. 2.60 doz. 26.40 




FEILCHENFELO’S SPLINTER FORCEPS 

§Sp||||liiiii i iii"""". . 

^-iniin 1 .*... 

B-725 3- 

CHROME PLATED 
each dozen 

STAINLESS STEEL 
each dozen 

$2.00 $21,00 

41/2" 

$1.70 $17.40 

2.40 24.00 
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PROBES, SEEKERS, Ml DISSECTORS 


S", Chrome plated nickel silver. One end flat, with eye, other end olive tip. $ .35 $ 3.50 



PROBE and 
SEEKER 


0" x 5 mm diameter, chrome plated. Curved end with sharpened inner i 
Other tip is finely pointed. 




104 ||A0M5 

MALL PROBE 1 
and SEEKER 


6 " x 6 mm diameter, nickel plated; angular semi-blunt tip 


.95 9.60 


.50 5.10 


6 " Wood Handle, straight point.doz. $.70 gross $7.00 


6 " Wood Handle, angular point.doz. $.85 gross $8.40 


ft-aD NEEDLE HOLDER, rustless, 314" nickel-plated brass with screw chuck to hold 
needle securely. Supplied with one A-94A needle (or A-94C on request). 

ea. $ .40 doz. $ 4.00 

NEEDLES, 214", can be used with A-96 Holder 


1 A-94/A Straight Point A-94/D Full Spear Point, stainless steel 

doz. $.40 gross $3.00 ea. $1.15 doz. $12.60 


A-94/C Angular Point A-94/E Half Spear Point, stainless steel 

doz. $.60 gross $5.00 ea. $1.15 doz. $12.60 


6 " x 6 mm diameter, nickel plated. One end angular semi-blunt tip, the other 






end tapered and pointed. 

.80 8.10 

\ / 

BLOW PIPE 1 

A-30 Chrome plated, seamless brass, 6%". 

.ea. $.80 doz. $8.10 


ea. $.70 doz. $7.20 A-106/X 314"....ea. $1,90 doz. $19.00 


OSTEOTOME 


U.S. Army pattern. 6" long, 12mm blade, chrome plated 

OUANTITY DISCOUNTS: 3 dozen 10% . 6 dozen 20% 


3.00 30.00 


•: .' ...L.. ..^ /.V J ' ._ _ ^ 
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CHAIN HOOK 

A-82 B" long. All nickel plated. Hook of 
hardened steel ..ea. $.55 doz. $5.40 


NttULt 


I B-2091 2 ", 1/4 circle curved with cutting edge 
^j I .doz. $ 2.40 gross $ 24.00 

QUANTITY DISCOUNTS; 3 DOZ. 10% • 6 DOZ. 20% except where gross prices are given 

■n 












































































SMALL-BONE CUTTING FORCEPS, 

51 / 4 ", screw lock, coil spring, chrome plated 


D-858 414", straight,chrome plated 

each $ 3.50 dozen $ 35.00 

D-859 4Vi", curved, chrome plated 

each $ 3.50 dozen $ 35.00 
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INSECT DISPLAY CASES 

Double frame, glass top. Designed primarily as 
a dustproof ease for display of pinned insects, 
but equally valuable for other exhibits which 
may be pinned to the bottom of a case. False 
bottom of Tackboard composition affords excel¬ 
lent pinning base, superior to composition cork. 

Inside covered with glossy white paper, providing 
excellent background for pinned insects. Out¬ 
side covered with black paper. Available in two 
sizes as follows. 

9680 Insect Display Cases, 8Vi" x i2%" x 2 1 A". 

.ea. $ 3.00 dot. $ 30.00 

9685 bisect Display Cases, 12Vi" x 16'A," x 2\". 

.ea. 3.90 doz. 39.00 
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INSECT PINNING FORCEPS 


A-1908 DA", chrome plated steel; rounded, serrated tips 

with V bend .each $ 1.40 dozen $ 14.40 


QUANTITY DISCOUNTS: On A-1908, 3 dozen 10%, S dozen 20% 


ror mounting botanical and zoological speci¬ 
mens. The bottom is a cardboard box filled with 
best grade non-absorbent cotton of uniform 
thickness. The top has glass neatly “Passepar- 
touted” to the sides. 


Glass is glued to both sides of lid, making mount 
secure against insects and vermin; lid is die cut 
before paper covering is attached, eliminating 
raw edges of cardboard around frame; glass is 
thoroughly cleaned before final packing. 

Brass rings attached to back of mount for use in 
hanging. 


No. 

19675/A 

9675/B 

9675/C 

9675/0 

9675/E 

9675/F 

Size 

21/2x3" 

4x5" 

5x6" 

61/2x81/2 

8x12" 

12x16" 

Each 

$ .70 

$ .65 

$ .95 

$ 1.20 

$ 1.55 

$ 2.25 

Doz 

6.90 

8.40 

9.60 

12.00 

15.60 

22.80 


Very sharp points, stainless steel. Sizes 00 to 5. 
Packed 100 pins of a size to a paper packet, IQ 
packets to a cardboard container (1000 pins in 
all) including a rubber stoppered plastic vial. 


9690 Insect Storage Case .ea. $2.10 dOZ. $21.00 


E-80 Insect Pins. Sixes 00 to 5. Per 100 pins $1.00 

Per 1000 pins 9.00 

E"81 Minuten Pins (Nadeln), Extru stiff and flexible 
steel, Per 1000 pins (minimum) .$ 9.00 


for the temporary storage of duplicates of 
pinned insects and for student collections. It is 
a strong case, made of double weight, %" stiff 
bristol-board, covered with black paper. 


hover is of overlapping type with strong cloth 
hinge. Bottom is lined with composition Tack¬ 
board covered with white glazed paper. Outside 
dimensions 10 M" x 12%" x 2%" deep, 



KAHN SURGICAL DISSECTING SCISSOR 


As devised by Edward Kahn, HJk, 


Blades have wedge shape in plane of shanks to pro¬ 
vide greater utility in ail phases of tissue dissection 

- Cleanly cut all tissue, as well as sutures in deep incision— 
eliminate need to switch from dissecting to suture scissors 

- Side taper and bevel facilitate the finding of cleavage lines 
in separation of tissue planes 


■ atid Gynecol 


enhaw Uoapittu, AVic Yd. 


§ Thin tips provide improved visibility when cutting in 
limited space, and are rounded for probing 

® Hand made in U.S.A. of hardest stainless steel known 

- Retain keen cutting edge-eliminating need for frequent re¬ 
sharpening 

- Lightweight, well balanced 


PARTICULARLY EFFECTIVE FOR THESE PROCEDURES 

9 To split fascia, in laparotomy, by an easy pushing action with the blades opened 
slightly and held in a fixed position. Blades move along, cutting the fascial sheaths 
sharply, leaving edges free of scissors crush. 

6 7 o probe, tunnel between, separate and cut planes of tissue such as peritoneum 
and mucosa. 

f To dissect around large blood vessels, the ureters, ducts, nerves, lymph nodes, etc. 

9 To dissect bluntly with the scissors closed. 

9 To cut between closely applied clamps to divide ligaments, mesenteries, pedicles, 
as substitute for a scalpel, 



ClAY-APAMS INC, 

ommutm 


* B-890 KAHN SURGICAL DISSECTING SCISSORS, 
STRAIGHT, 5W, stainless steel. 

.each $13.75 dozen $148.50 

*B-895 KATIN SURGICAL DISSECTING SCISSORS, 
CURVED, 5W\ stainless steel. 

.each $14.85 dozen $160.38 

*B-880 KAIIN SURGICAL DISSECTING SCISSORS, 
STRAIGHT, 7", stainless steel. 

.each $15.85 dozen $171.18 

*B-885 KAHN SURGICAL DISSECTING SCISSORS, 
CURVED, 7", stainless steel. 

.each $16.50 dozen $190.02 


STRAUS !i'i 


*B-900 KAIIN SURGICAL DISSECTING SCISSORS, 
STRAIGHT, 9", stainless steel. 

.each $19.00 dozen $205.20 

*B-905 KAHN SURGICAL DISSECTING SCISSORS, 
CURVED, 9", stainless steel. 

.each $20.00 dozen $216.00 


NOT GENUINE UNLESS STAMPED 
‘‘ORIGINAL KAHN” 


LITTAUER STITCH SCISSORS 


B-2330 

LITTAUER STITCH SCISSORS, stainless steel, S%". 

.each $ 6.00 dozen $ 60,00 

QUANTITY DISCOUNTS: 3 DOZ. 10% • 6 DOZ. 20% 


For Mayo 
and other surgical, 
dissecting 

and bandage scissors 

see pages 88 and 89, 
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JUSTRITE Wound Clips are made of a 
bright finished metal alloy of the proper bending 
strength. Unlike wound clips made of softer metal it is 
not necessary to press them tightly, eliminating the pos¬ 
sibility of pressure necrosis in the clip area. The angle 
at which the sharp points are placed is such that only 
the superficial skin is held, and at the same time the 
edges of the wound are gently proximated without un¬ 
due contraction or pressure. 






piiFNbNrhn In u 1 r ft] o|f I ?) u u m u u i\ ?) i) pj % 

B-2335/A JUSTRITE WOUND CLIPS 



11 mnt 

14 mm 

18 mm 

IS mm 

22 mm 

per 100 

$.85 

$ .90 

$ .95 

$1.05 

$ 1.35 

per 1000 

7.20 

7.60 

8.00 

8.65 

11.25 


Justrite Wound Clips come in sealed pat¬ 
ented packets. Each packet contains 100 clips—4 wires, 
holding 25 clips each. 10 packets (1000 clips) per box. 

Quantity Discounts: Assorted Sizes 

10,000 . 10 % 

25,000.15% 


WOUND CLIP FORCEPS 

STAINLESS STEEL 



B-2323 HEGENBARTH-ADAMS WOUND 
CLIP FORCEPS, Stainless steel. Self- 
retaining, clips do not fall out. 

each $5.00 dozen $51.00 




B-2320 HEATH CLIP RE- I 
MOVING FORCEPS, 
Stainless steel, screw lock. 

each $ 7.00 dozen $ 72.00 



B-2325 COMBINATION APPLIER AND 
REMOVER, Stainless steel, double-end, 
box lock . each $ 8.00 


B0WEN-ADAMS WOUND CLIP RACK 


Devised by Arthur Bowen, M.D., 
Los Angeles, California 


U. S, PAT, No. 2307384 



• Eliminates danger of cutting the hands 
or gloves on the points of the wound clips. 

§ Protects the points during sterilization so 
that they are always sharp and at proper 
angle. 

*B-2339 BOWEN-ADAMS WOUND CLIP 
RACK, made of Stainless Steel. 

each $ 2.00 dozen $ 20.00 


r i rrmm il l«MI1 ^ ||||t | OT , w , ww i <m w r - _ 


CXJ^ABAMS • INC »141 'EAST 25' 


riiEET s NSW YORK 10 


AUIOCIIrAPPIIER • AUTOCLIPS • AUTOCLIP REMOVER 



For Automatic Placement of Wound Clips 


Skin closure with Autoclips 



M 

/ t/r 



S :• 


Time-Saving 

Autoclips are automatically fed to the wound clip applying for¬ 
ceps. This takes a fraction of the time required for applying 
individual clips. 

Autoclips Are Double Wound Clips 

Fewer are needed. 

Better Cosmetic Results 

Because surgeons can concentrate on actual closure without 
necessity of reloading individual clips as in usual Michel wound 
clip technic. 

Reduces Clip Waste 

Nut inadvertently compressed before applying - points not dam¬ 
aged during sterilization. 

Applier Complete with Autoclips Can Be Sterilized 

By autoclaving or boiling-always ready for emergency use. 

Reloads in Seconds 

Remaining clips from several racks are easily combined. 

Nursing Assistance Not Required 


HKI'KUliNCI'l: W. Keith Jenningt, M.D., "An Automatic Magazine 
Type Clip Applicator and Improved Type Double Wound Clip," 
Am, Journal of Surgery, April, 1953. 


III. S, Pat's, Nos. 2,733,441-2,758,302. Patented in Great Britain Nos. 736,882-742,403. 
Patented in Japan Nos. 211,267-210,428 and other foreign patents.] 


AUTOCUP APPLIER 


The Autoclip Applier is an automatic wound clip apply¬ 
ing forceps which accommodates a rack of twenty 18 mm. 
double Autoclips, enough for most closures. The Applier is 
of stainless steel with rustless Beryllium copper springs. 
Autoclips are automatically spring fed to the applying tip 
and can be applied to the skin as fast as the skin edges can 
be proximated. The time lag and diverting motions of chang¬ 
ing forceps necessary with individual clip applying forceps 
are eliminated. The surgical tray setup can lie equipped 
with additional sterile Autoclip Appliers. (Applier with 20 
clips weighs only two ounces and measures 4 ] / 2 x l l / 2 x %".) 



‘B-2360 AUTOCLIP APPLIER, stainless steel, holds twenty 
18 mm. Autoclips. Packed one to a box .each $ 23.50 


AUTOCLIPS 


Made of the highest quality 18% nickel silver, of correct 
bending strength, with sharp points, properly angled to grasp 
skin efficiently with greatest holding quality and causing 
minimum trauma. Supplied in 18 mm. size. 




For the physician's 
bag or office 



*8-2375 AUTOCLIP EMERGENCY KIT. Includes 

Autoclip Applier, Auloclip Remover and 100 
Autoclips. Packed in a partitioned cardboard 

container ... each $ 30.00 

Mr a*. 


*B-2365 AUTOCLIPS. 20 nickel silver 18 mm. double clips par 

rack. 100 clips (5 racks) to a box .per bflX $ 2.40 

1,000 clips (io boxes) to a carton .per carton 22.00 

Quantity Discounts: 5% for 5,000 • 10% for 10,000 • 15% far 25,000 


AUTOCLIP REMOVER 


Especially designed to reverse the action of the Autoclip 
Applier. Pressure on the Remover quickly and easily opens 
the clips with an absolute minimum of pain and trauma. 


A . 

h f . V 
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*8-2370 AUTOCLIP REMOVER, i" long, stainless steel. 

.each $ 6.00 
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HEMOSTATIC FORCEPS 


HEMOSTATS 



















































TOWEL FORCEPS 




B-751 BACKHAUS TOWEL s 
FORCEPS. 3", box lock . | 

Stainless steel..,. each $ 6.50 i 
doz. $66.00 



B-760 jones % 

TOWEL FORCEPS, .3%". 
Chrome plated 

each $2.75 doz. $27.50 

Stainless steel 

each $4.00 doz. $42.00 



B-756 BACKHAUS TOWEL 
FORCEPS. 5%", box lock. 
Chrome plated.. each $ 5.00 
doz. $51.00 


NEEDLE HOLDERS 






Ibb MAYO-HEGAR NEEDLE 1 
HOLDER. Narrow jaw. 


QUANTITY DISCOUNTS; 3 dozen 10%, 6 dozen 20% 


ADAMS 

SAFETY RAZOR 

« Autoclavable 
Extra long teeth 




B-1965 CRILE-WOOD NEEDLE 


7" chrome plated. . 

EACH 

.$5.50 

DOZEN 1 

$54.00 | 

less steel. (Baumgartner Model.) | 

6 " stainless steel . 

.... 7.50 

75.00 

| 

each $ 7.50 I 
doz. 75.00 / 

7" stainless steel . 

.... 8.00 

81.00 1 
96.00 j 

8" stainless steel . 

.... 9.50 


#; V? 


£ 1 / : I 
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A-6M ADAMS SAFETY 
RAZOR. All chrome plated. | 
each $.90 doz. $9.00 


ADAMS 

DOUBLE-EDGE 

BLADES 


/ / 


A-6 ADAMS DOUBLE-EDGE 5 
BLADES. TUgA quality, | 
tempered blue steel. Packed i 

5 to a pack, 20 packs to abox. | 

1 

per box (100) $1.45 
10 boxes 1.30 per box 
100 boxes 1.15 per box f 


. » 

CLAY-ADAMS f§ INC « 1,41 EAST 25TB STREET • NEW 



Chart Files 


Aluminum Book Form, 9x12" 


@ Open easily ... 

accommodate, about * v > 
I" thickness of 'V'"! 
paper V ’V 

• Slot for patient’s W| 

name an integral \ 

part of the file ... \ 

not a separately 
attached plate 

© Cover of double 
piano hinge con¬ 
struction with three 
heavy springs for 
firm grasp A-i 

• Made of sturdy 

16 gauge aluminum 




A-2100 CHART FILES. 

Packed one dozen to a carton. 

each $ 3.50 dozen $ 36.00 


QUANTITY DISCOUNTS; 3 dozen 10%, 6 dozen 20% 




Dryhrow Sweat Pad 

Avoid Hazard of Obscured Vision in Operating Room 


9 Absorbs 20 times its 
weight in perspiration I 

• Leaves surgeons’ and 
nurses’ hands free 

© Assures clear vision and 
cools forehead 

© Bailable, i cashable and 
long-lasting ... made of 
special DuPont sponge 


*5002 drybrow sweat pads .each $.90 3for $2.50 

dozen $9.00 


M8B8i8iS*l«8SS*^^ : 


Adams Four-Sided Plastic 



Finger Splints 



Sterilizer and Utility Forceps 

STAINLESS STEEL • FIVE STYLES 


0 Multi-use forceps for all doctors, dentists, nurses, 
chemists and laboratory personnel 
© Grasp and hold firmly a wide range of instrument 
and utensil sizes and shapes (B-7S5 specially de¬ 
signed for bottles) 

® For easy handling of glassware, instruments, swabs, 
syringes, specimens, needles, towels, sponges, 
brushes, dishes, retractors and utensils 
9 Economical, strong and durable .,. will not bend 
under pressure 

9 Convenient in size ... comfortable to handle 

Packed each in a cellophane bag, three to a box. 



B-782 UTILITY and STERILIZER FORCEPS, STRAIGHT, 11", 
stainless steel .each $2.50 dozen $25.00 

B-782X UTILITY and STERILIZER FORCEPS, CURVED, 11", 
stainless steel .each $ 2.50 dozen $ 25.00 



B-783 UTILITY and STERILIZER FORCEPS, STRAIGHT, 8", 
stainless steel . fi3ch $2.25 dozen $ 22.50 

B-783 X UTILITY and STERILIZER FORCEPS, CURVED, 8", 
stainless steel . each $ 2.25 dOZ6(l $ 22.50 


9 Ideal for open surgery, and as a protective dressing ; 

for finger injuries. | 

i 

9 May be adapted and shaped to fit finger or thumb by | 
immersing in boiling tcater for 1 to 2 minutes, 

Available in three sizes aS follows: 

P>1040/S SMALL, 2%" * %" outside diameter. 

packed 1 doz. per box per dozen $ 3.60 | 

P-1040/M MEDIUM, 2%"* 7 /s" outside diameter. !j 

packed 1 doz. per box per dozen $ 3.60 , 

P-1040/L LARGE, 3" x 15/16" outside diameter. 

packed 1 doz. per box per dozen $ 3.60 ' 
P-1040/A ASSORTED, packed 1 small, 2 medium and 1 large | 
per cellophane envelope. g 

* per box of 3 envelopes (12 pieces) $ 3.60 ^ 



B-785 BOTTLE and SPECIMEN FORCEPS, STRAIGHT, 12", 
stainless steel .each $2.50 dozen $25.00 

QUANTITY DISCOUNTS: 6 dozen assorted 10%, 12 dozen 20% 
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A Powerful Concentrated lodophor 

GERMICIDE 

For Safe, Assured Cold Disinfection 




t£i,j tofateaA«8 





I KILLS — SPORES 

— VIRUS including POLIO I, II, III 
—BACTERIA including TUBERCLE 
BACILLUS and RESISTANT 
STRAINS OF STAPHYLOCOCCUS 
— FUNGUS, MOLDS, YEAST 
I FAST ACTING — Disinfects in minutes 

I PENETRATING — Detergent action penetrates 
and loosens contaminating deposits of 
tissue, blood and other proteins 

l COLOR INDICATES GERMICIDAL STRENGTH- 

Solution active as long as visible iodine 
or amber color is present 

I NON-TOXIC - NON-IRRITATING - ODOR-FREE 

in use dilutions 

i STABLE-EASY TO PREPARE Not affected 

by water hardness — simply mix with 
tap water 

I ECONOMICAL — Convenient CONCENTRATE 
PACKAGES — Small 26 ml. bottle 
makes 2 !4 gallons of germicide ,.. 
Unbreakable polyethylene Pint, Quart 
and Gallon containers require 
minimum storage space 

“■esosswwBiarasaeieiSssiww 


A New Iodine. IOCLIDE is a new water soluble form of iodine 
containing a surface active agent —a non-ionic detergent — which 
gives it excellent penetrative ability. It incorporates all the well- 
known germicidal advantages of iodine and provides the major 
improvement of being comparatively non-toxic, non-irritating and 
non-staining when used as directed. 

ACTIVE INGREDIENTS 

Polyethoxopolypropoxypolyethoxyethanol-iodine Complex .... 15.8% 

Noiiylphcnoxypolyethoxyethanol-iodine Complex . 15.2% 

... , (Provides 3.1% available iodine) 

Hydrogen Chloride... 0 20 % 

Inert Ingredients.3ZZZZ1Z 68.8% 


Fast Acting, Non-Selective. ioclide uiib common spores with- 

in 31) minutes in the economical dilution of 200 ppmt; and bacteria, 
virus (including Polio I, II and III), fungus, molds and yeast 
within 0 minutes in dilutions of only 75 ppm. The 75 ppm solution 
gives a one minute kill of tubercle bacillus as well as resistant 
strains of staphylococcus aureus. Request form 581A for complete 
microbiological data. 

fIOCLIDE will kill highly resistant spores within 18 hours in a 
500 ppm solution. 


Color Indicatos Germicidal Activity, ioclide solutions remain 

active until all color, indicating the presence of free iodine, disap¬ 
pears, providing an immediate visual indicator of germicidal 
effectiveness. 

Detergent Cleaning Action. IOCLIDE can he used for immediate 

immersion and washing of contaminated instruments, eliminating 
the hazard of handling them. 

Versatile in Use 

IOCLIDE is ideal for assured, COLD DISINFECTION of medical, 
surgical and dental items where it is not safe or expedient (as in 
emergencies) to boil or autoclave. 

IOCLIDE solutions WILL NOT AFFECT THE LENS OR MIR¬ 
ROR SYSTEMS OF DIAGNOSTIC INSTRUMENTS such as broif. 
choscopes and -cystoscopes. 

As a PRE-SURGICAL SCRUB, IOCLIDE in the recommended 
alcohol formulation provides fast, maximum reduction of resident 
bacteria. A 75 ppm water solution aids in the elimination of tran¬ 
sient pathogens, making an excellent HAND RINSE for nurses 
and other hospital personnel. 


*j-700 IOCLIDE GERMICIDE. 
26 ML BOTTLE with 3 gram 
package of Corrosion Inhibi¬ 
tor. Packed 1 bottle to a box, 
1 dozen boxes to a carton. 



1 bottle $ 2.25 


3 bottles 
1 doz. bottles 
3 doz, bottles 
fi doz. bottles 
12 doz. bottles 


2.00 ea. 
21.60 doz. 
19.44 doz. 
17.28 doz. 
15.55 doz. 



*J-710 IOCLIDE GERMICIDE. 
ONE PINT heavy polyethyl• 
ene bottle with measuring 
cap. Packed each in a corru¬ 
gated box, six pints (boxes) 
to a carton. 

1 pint $12.00 

6 pints (one carton) 10.80 per pint 
36 pints (6 cartons) 9.60 per pint 

*J-720 IOCLIDE GERMICIDE. 
ONE QUART heavy polyeth¬ 
ylene bottle with measuring 
cap. Packed each in a corru¬ 
gated box. 

1 quart $18.00 
6 quarts 16.20 per qt. 

36 quarts 14.40 per qt. 

*J-730 IOCLIDE GERMICIDE. 

ONE GALLON polyethylene 
bottle with measuring cap. 
Packed each in a corrugated 
box. 

1 gallon $ 38.00 

3 gallons 34.20 per gal. 

6 gallons 30.40 per gal. 

12 gallons 27.00 per gal. 




J-750 IOCLIDE CORROSION INHIBITOR (Sodium Nitrite). 100 

packages of 3 grams each, for use with IOCLIDE GERMI¬ 
CIDE as a rust inhibitor when disinfecting metal ware. 
Minimum unit of sale and standard packing unit it, 100 
3 gram packages. Per box of 100 packages..... ..,.$ 3.00 
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The DOUBLE-ACTION 
Concentrated Rust Inhibiting 
GERMICIDE 
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PERMANENTLY RUST INHIBITING- 

provides sterile, rust-free instrument storage 

KILLS MOST COMMON PATHOGENS 


in 5 minutes 


SAFE TO USE 

with metal, rubber, plastic or glass 

ECONOMICAL -l pint makes 12Ya gallons- 
I ampule makes a quart 

STABLE and EASY TO PREPARE- 

dilute with tap ivater 


Permanently Rust Inhibiting. C.R.I. Germicide permanently in¬ 
hibits rust formation, The rust inhibitor is part of the formula of 
the germicide. Once an instrument is immersed in C.R.I. Germicide 
it can he left there ready for use without fear of rust or corrosion. 
Cutting edges will remain sharp. Instruments will he as clean and 
corrosion free as when placed in the solution. 





MICROSCOPIC ENLARGEMENT SHOWS 


SCALPEL in ordinary germicide 
for. 6 months is pitted and 
dull, 


SCALPEL in C.R.I. for 6 months 
has retained keen cutting edge 
and bright finish, 


High Germicidal Efficiency C.R.I. is effective nguinst most com¬ 
mon pathogenic bacteria, Tests made by an independent laboratory, 
following U. S. Food and Drug Administration methods, show a 
high germicidal potency, as indicated by the phenol coefliciency 
figures below; 


PHENOL COEFF. @ 20“ C 


Salmonella typiiosa . <15.0 

Micrococcus Pyogenes vnr, aureus 

(F.D.A. method with inactivator). 60.0 


Wide Safety Margin. Acceptable dilution for C.R.I. Germicide, 
according to F.D.A, standards, would be approximately 1:1000, as 
compared to the 1:100 dilution recommended, thus providing a 
safety factor of at least 10 times. 

Exposure of the germicide to air in use will cause evaporation of 
the water content, but this tends only to make the solution stronger, 
due to the much slower evaporation of the C.R.I. Germicide itself. 


Non-TOXiC, Non-Irritating. C.R.I. Germicide is n surface active 
quaternary ammonium compound; it has a marked detergent action 
on instruments and appliances. This quaternary ammonium com- 
pound and the organic rust inhibitor are relatively non-toxic and 
non-irritating, and do not cause tissue reactions in tree dilution 
(1:100). It is recommended, however, that before instruments are 
used on delicate tissues such as the eye they first he rinsed in 
sterile water. 


ACTIVE INGREDIENT [by weight) 

Alkylf Dimethyl Benzyl Ammonium Chloride.12,5% 

(Benzalkonium Chloride U.s.p.) 

INERT INGREDIENTS (by weight) 

2 Hydroxypropylamine Nitrite.40,0% 

Water . 47.5% 

Dye (Fastusol Turquoise Blue). Q.S. 

A Alkyl — Cy>, C'h, Cm and other related groups of Cg to Cm 


Suggested Uses. C.R.I. Germicide is ideal for convenient, STER¬ 
ILE, RUST-FREE STORAGE of instruments after autoclaving or 
disinfection in Ioclide (see page 108). C.R.I. is also recommended 
(where presence of spores is not suspected) for COLD DISINFEC¬ 
TION of medical and dental instruments which cannot he safely 
or expediently boiled or autoclaved, Visiting nurses and doctors 
will find the small “Snap-Eaze" ampule particularly useful for 
HOME VISITS'. 
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"SNAP-EAZE" AMPULE 

is scored to snap open... cleanly! 



*J-400 C.R.I. GERMICIDE package of three 10 ml. 
"Snap-Eaze" ampules.$ 2.75 


box of 1 doz. ampules. 

12 doz. ampules. 

72 doz. ampules. 


.10,00 dozen 

. 9.00 dozen 

. 8.00 dozen 


*J-410 c.r.i, GERMICIDE, pint cans (Hospital econ- 


b.n.l, utKIVIIL lUh, pint cans (Hospital econ¬ 
omy size-makes 12Vh gallons of Germicide) 

per pint can...$12.00 

6 pint cans. 10.80 per can 

36 pint cans. 9.60 per can 
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ADAMS THERMOMETER SHAKER 


PAT. NO. 2,728,229 


An improved fever thermometer procedure 


The Adams Thermometer Shaker is 
an electrically driven instrument, utilizing 
centrifugal force for rapidly bringing down 
the mercury in thermometers. The device 
consists of a base with special head, onto 
which a 12-place thermometer holder is 
fastened. The procedure takes only 5 sec¬ 
onds to bring down the mercury even in 
“hard shakers.” 

The non-tilling Thermometer Hold¬ 
ers carry the thermometers except when 
handled to and from the patient. Used 
thermometers are returned to the floor 
station (or central supply) in the holders. 
The thermometers in the holders are 
washed in detergent, rinsed in water, and 
disinfected in germicide. Standard 5" x 5" 
sponge jars are used for the detergent, 
water, and germicide. 

F or maximum efficiency in ther¬ 
mometer handling, one Thermometer 
Holder (accommodating 12 thermometers) 
should be provided for every 12 patients 
in each floor unit. Thermometer Holders 
(A-505) are available separately as shown 
below. 


j @ Reduces thermometer breakage - Saves nurses’time | 

j ® Shakes down and dries 12 thermometers in 5 seconds— 
even "hard shakers" 

j f Non-tilting Thermometer Holders serve for dispensing, 
collecting and for washing, rinsing, and disinfecting 

i f Thermometers are handled individually only when 
actually dispensed to patient... all other times they are j 
carried in holders 1 






Minimum individual handling 

off thermometers 

means minimum breakage 




llgM# 
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*A-500 ADAMS THERMOMETER SHAKER, comply with 12-phce 

Thermometer Holder (A-505) to hold 12 fever thermom¬ 
eters, Cast iron base with gray kammertone enamel finish, 
mounted on four rubber suction feet, Operates at 3000 RPM , 
on 110-115 volts, 60 cycle, AC only. Furnished with 10 foot 
heavy duty strain-relieved cord, Width -IV/, height 6W, 
Shipping weight 9Ve lbs. 

........each $40,DO 

Quantity Discounts: 3 to 5 pieces 5% -6 pieces 10% 

* A-505 ADAMS THERMOMETER HOLDER, to hold 12 fever ther- 

mometers. Chrome plated brass with individual holes num¬ 
bered 1-12. To be used with Adams Thermometer Shaker or 
for collectingtprocessing and dispensing fever thermometers, 
Net weight 6 ounces ...each $7.30 

QUANTITY DISCOUNTS: 6 to 11 places 5%, * 

12 to 23 pieces 10%, 24 pieces 15% 
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ORAL Thermometer, FAHRENHEIT.each $1.15 dozen $ 11.5 




ORAL Thermometer, CENTIGRADE.each $1.15 dozen $11.5 


.■'•ai-—v..—..:__»a»au. 


A-481/F RECTAL Thermometer, FAHRENHEIT. each $1,15 dozen $11.50 




A-481/C RECTAL Thermometer, CENTIGRADE.each $1.15 dozen $11.5 


* V iV f| . V , d) .... 


AND THERMOMETER CASES 






B-3X FOUNTAIN PEN TYPE THERMOMETER CASE, only. Made of white plastic 

with pocket clip. 4%" long. Spring inside prevents thermometer from moving.dozen $ 2.00 

B-3XX CASE only, Same as B-3X, hut without clip.dozen $ 1.40 

B-3Y CASE (B-3X) with ORAL THERMOMETER. Set in a box.each $ 1,40 dozen $ 14.10 

Fahrenheit furnished unless centigrade specified. 

B-3Y/R CASE (B-3X) with RECTAL THERMOMETER. Set in a box.each $ 1,40 dozen $ 14.10 

Fahrenheit furnished unless centigrade specified. 







OVAL DUPLEX THERMOMETER CASE, only, 4Vz" long, made of brass, chrome plated. 

With pocket clip. Each in a box.each $ 2.70 dozen $ 27.00 

CASE (B-3) with ONE EACH ORAL and RECTAL THERMOMETER. Set in a box. 

Fahrenheit furnished unless centigrade specified .each $ 5.00 dozen $ 50.00 



OCTAGONAL DUPLEX THERMOMETER CASE, only. 4V 2 " long and only %" 

thick. Brass, chrome plated. With pocket clips, Each in a box.each $ 3,00 dozen $ 30.00 

Fahrenheit furnished unless centigrade specified. 

CASE (B-4) with ONE EACH ORAL and RECTAL THERMOMETER. Set in a box .each $ 5.50 dozen $ 54.00 



B-3V VETERINARY THERMOMETER, graduated to 110°F„ 4" with ring. Each in 

plastic case with clip.each $1.80 dozen $18.00 


| . | 
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Adams SILICONE SKIN SPRAY 

For Protection and Lubrication of the Skin 


© FORMS A LASTING, BACTERIOSTATIC, MOIS¬ 
TURE-REPELLENT, SOOTHING COATING 

- Protects skin from irritations which cause 
bed sores.,. from irritating body fluids or 
medicaments 

o SPRAYS ON...QUICKLY, EASILY 

- Protects nurse as well as patient... mini¬ 
mizes physical handling of patient and pos¬ 
sibility of transfer of infection 

• PLEASANTLY SCENTED - NON-STAINING 


- Only two daily applications normally re- jj 
quired... one Hospital Size can furnishes | 
as many as 128 body applications 



fyS, t* i 
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This bucteriostatic silicone spray ointment is ideal for 
use on all bedridden patients, particularly if incontinent 
or immobilized. In addition, it affords excellent protec* 
tion of the skin surrounding ileostomies, colostomies, 
and biliary drainage areas. 

ACTIVE INGREDIENTS: Silicone and Hexachlorophcne 


*1-100 ADAMS SILICONE 
SKIN SPRAY -HOSPI¬ 
TAL SIZE, 12 oz. in aero¬ 
sol can. Packed 12 cans 
per carton. 

Can $ 4.50 
12 cans (1 carton) 45,00 


*M05 ADAMS SILICONE 
SKIN SPRAY-PATIENT 
SIZE, 4 oz. in aerosol can. 
Packed 12 cans per carton. 

Can $ 2.00 
12 cans (1 carton) 20.00 


QUANTITY DISCOUNTS: 3 dozen cans 10%, 8 dozen cans 20% 


SEALSKIN 


PAT. APPLIED TOR 


A Liquid Plastic Skin Adherent 






• Eliminates need for cumbersome bandages— 
dressings can be attached directly to skin 

• Easily applied-removal accomplished with¬ 
out discomfort 

ft Permits freedom of movement-dries to a 
strong yet flexible elastic film 

§ Provides ideal protective coating for skin- 
waterproof and resistant to the action of di¬ 
gestive enzymes and acids in the body fluids 

• Hypo-allergenic 


USE 3 WAYS: 

1 To adhere dressings, bandages or appliances to the skin, 
including wound and post-operative dressings, traction 
bandages and prosthetic appliances. 

2 To prevent adhesive plaster skin reactions. A protective 
coating on the skin before applying adhesive plaster pre¬ 
vents slipping and eases removal of adhesive bandage, 

3 To prevent excoriation of the tissue in cases of draining 
fistulae, colostomies, ileostomies and nephrostomies. 


15 rS. 
If 
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*1500 SEALSKIN, 4 oz. tube.each $ 1.60 

dozen $16.00 

reference: Archives of Surgery, Dec. 1943, "A Flexible 
Plastic Adhesive”, David Rosenberg, 
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SIE1ILE Intramedic 

Animal Tested ® Pyrogen Free 


Sterile, ready for instant use 
Animal tested - no tissue reaction 
Ready-cut in convenient 12" and 36" lengths 
Simplifies handling and storing 
Economical to use 


Animal Tested 


All Intramedic 
Polyethylene Tub- 
ing is animal tested 
and only that tub¬ 
ing which has been found to he free of tissue reaction is 
offered for surgical use under the Intramedic label, 

The animal tests include implanting samples of each 
lot in rabbit muscle for varying periods of time up to several 
weeks, Test animals are then sacrificed and tissues surround¬ 
ing the implants carefully examined for evidences of irrita¬ 
tion or foreign body reaction. If any evidence of irritation or 
tissue reaction is found, the entire production lot from 
which the test sample was selected is considered unsatisfac¬ 
tory for medical or surgical use. 

While every precaution is taken to eliminate toxic 
impurities in the manufacturing process, only the animal 
testing procedure described above provides conclusive as¬ 
surance that no trace of foreign matter is present. 


Electron Sterilization 


The animal tested, 
reaction-free tubing 
is sterilized after 
i _. i ill ■ . . .. j packaging by a 

beam of electrons from a 2 million electron volt accelerator. 
Complete sterility of package and its contents is achieved 
almost instantaneously. All pathogenic bacteria, including 
the spore forming types, are killed. After sterilization, ran¬ 
dom samples are selected and submitted to culture tests in 
accordance with U.S.P. requirements to assure sterility. 

(Sterilization by electron irradiation is now utilized 
by many industries including Drug, Chemical and Food.) 


Packaging 


Each strand is pack¬ 
aged in a glassine 
envelope within an 
outer envelope of 


heat-sealed polyethylene film —one dozen envelopes of a 
size to a box (minimum unit). 

The double packaging maintains sterility indefinitely 
and permits removal of the inner envelope containing the 
tubing without danger of contamination. 

Complete instructions for handling the sterile tubing 
are enclosed with each box of 12 envelopes. 

The tubing is cut and packaged for the most efficient 
use. Left over lengths of tubing may be resterilized with a 
cold germicide.! Procedure for such resterilization is con- 
tained in direction folder furnished with tubing. 


f IOCL1DE or C.R.l. GERMICIDE, ClayMamt, Inc, 
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Electron sterilized 
after packaging. 
? 12 envelopes to a box. 
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Sizes and Prices 


7 TUBING SIZES... 

each available in convenient 12" and 36" 

/SI 2 after cat. number Indicates 12" length, 


lengths as listed below: 
/S36 indicates 36" length. 


Cat. No. 

Dtamt 
Inside x i 

Inches 

iters 

Outside 

Millimeters 

Gauge nf 
Needle 
Which 

Fits Into 
Tubing 

Gauge of 
Needle 

Thru Which 
Tubing 

Will Pass 

♦PE-50/S12 

♦PE-50/S36 

.023 X. 036" 

.58 x.965 mm. 

23 

(18 thin wall 

♦PE-90/S12 

*PE-90/S3B 

.034 X. 050" 

.86X1.27 mm. 

20 

15 

♦PE-160/S12 

♦PE-160/S36 

.045X.062" 

1.14x1.57 mm. 

18 


♦PE-190/SI 2 
♦PE-190/S36 

.047X.067" 

1.19x1.70 mm. 

18 

(14 thin wall 
|13 

♦PE-200/S12 

♦PE-200/S36 

.055 X. 075" 

1.40x1.90 mm. 

17 


♦PE-205/S12 

♦PE-205/S36 

•062X.082" 

1.57x2.08 mm. 

16 

12 

♦PE-240/S12 

♦PE-240/S36 

.066 X. 095" 

1.67x2.42 mm. 

15 



811 


Prices 

♦All 

/SI 2 sizes 

♦All ■ 
/S36 sizes 

Per box. 

.$4.20 

$7.20 

12 boxes, per box. 

. 3.78 

6.48 

| 60 boxes, per box.. 

. 3.36 

5.76 

120 boxes, per box. 

. 3.15 

5.40 ! 

300 boxes, per box. 

. 2.80 

4.80 I 

600 boxes, per box. 

. 2.52 

4.32 

May he assorted for quantity prices. 

_J 
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INTRAMEDIC POLYETHYLENE TUBING 

CONTINUED 


The polyethylene 

Properties of Material P TiX“ 

>ng is a pure, chem- 

ical material which contains no additives or plasticizers. It 
is waxy white, translucent, tasteless, odorless, and is very 
flexible and durable over a wide temperature range. Un- 
stressed, polyethylene maintains its form up to approxi¬ 
mately 104° C (219° F). The material has a low water- 
absorption rate and is lighter than water, having a low spe¬ 
cific gravity—0.92 at 25° C (77° F). 

Polyethylene is unusually resistant to chemical action. 
At room temperature, it is not affected by concentrated in¬ 
organic acids or bases, including hydrochloric, ni.tric, sul¬ 
furic or even hydrofluoric acid and sodium hydroxide. At 
100° C (212° F), polyethylene resists the dilute inorganic 
acids, concentrated hydrochloric acid and sodium hydroxide. 

At room temperature the only common organic solvents 
which affect polyethylene are the chlorinated hydrocarbons 
(carbon tetrachloride and trichloroethylene) and the aro¬ 
matic and aliphatic hydrocarbons. These solvents swell but 
do not dissolve the plastic, At temperatures above 70° C 
(158 I 1 ), polyethylene dissolves in several common organic 
solvents including xylene, toluene, amyl acetate, trichloro¬ 
ethylene, petroleum ether and paraffin. 



Used in intravenous therapy Used in fractional spina! analgesia 


A major medical 

Suggested Uses 

Polyethylene Tub¬ 
ing is the introduc¬ 
tion or withdrawal of material to and from the body, or 
body cavities. This tubing, for example, is extensively used 
for intravenous therapy as an indwelling catheter, as well 
as for caudal analgesia and exchange transfusion in the new¬ 
born. Similarly, various sizes are used as stomach tubes, 
particularly where the tubes must remain in the body for 
prolonged periods. 

Intramedic Polyethylene Tubing is also particularly valu¬ 
able in experimental surgery on dogs and smaller animals 
because of its lion-traumatic, non-tissue-reacting properties. 
The non-tissue-reacting, chemical and physical properties 
of this tubing will suggest many additional uses in medicine, 
surgery and experimental biology. Several of these uses are 
noted in the Selected References listed below. A more 
complete listing of references is available on request. 


eferences 


Anesthesiology 

Use of Polyethylene Catheters in Continu¬ 
ous Caudal and Fractional Spinal Analgesia 
in Obstetrics, Dr. J. Halperin and Dr. H. 
Taller, Beth El Hospital, Brooklyn, N. Y. 
Published by Clay-Adams, Inc., Reprint on 
request. ; ...PE 50 

Arteriography and Angiography 

Aortography and Renal Arteriography Fol¬ 
lowing Percutaneous Retrograde Catheteri¬ 
zation of the Femoral Artery and Aorta, 
Dr. B. S. Abcshouse, Dr. I. Scherlis, Dr. M. 
Golden, Dr. M. Rubin, Urologic and Cuta¬ 
neous Review, September 1951 .PE 200 

Arteriography of the Aorta and Its Branches 
by Means of the Polyethylene Catheter, Dr. 
J. A. Helmsworth, Dr. J. McGuire, Dr. B. 
Felson, American Jrl. of Roentgenology and 
Radium Therapy, August 1950. 
.PE 190, PE 240, PE 330 or 320 


Gastric and Jejunal Alimentation with Fine 
Polyethylene Tubes, Dr. L. S. Fallis, Ar¬ 
chives of Surgery, September 1952... PE 200 

Intravenous Therapy 

Venous Catheterization for Continuous Par¬ 
enteral Fluid Therapy, Dr. L. H. Anderson, 
Dr. S. L. Aldrich, Bernard Halpern, Dr. 
R, E. Dolkart, Jrl. of Laboratory and Clini¬ 
cal Medicine, October 1951. 


The Use of Polyethylene Tubing in Intra¬ 
venous Therapy, M. Elizabeth Burns, Bryn 
Mawr Hospital, Bryn Mawr, Pa. Reprints 
available from Clay-Adams, Inc,, on request. 

.PE 90 

The Use of Siliconed Polyethylene Tubing 
in Prolonged Intruvenous Infusions, Dr, 
A. M. Rappaport, Dr. R. K. Graham and 
Dr. W. V. Kendrick, The Canadian Medi¬ 
cal Association Jrl., 72, 698-700, 1955. 


A Dependable Method for Constant Intra¬ 
venous Therapy in Infants Using Polyethyl¬ 
ene Tubing, Dr. E. Alexander, Jr., Dr. W. 
Small, Dr. J. B. Campbell, Annals of Sur¬ 
gery, June 1948 .PE 90, PE 190 

Erythroblastosis Fetalis, VII. Treatment 
with Exchange Transfusion, Dr. L. K. Dia¬ 
mond, Dr. F. H, Allen, Jr., Dr. W. O. 
Thomas, New England Journal of Medicine, 

Jan. 11, 1951.PE 190 

Polyethylene Tube Feeding in Premature 
Infants, Dr, E. A. Wagner, Dr. D. V. Jones, 
Dr. C. A. Koch, Dr. G. D, Smith, Journal of 

Pediatrics, 41:79-83, 1952 .PE 90 

Use of Polyethylene Tubing for Collecting 
Small Blood Samples, G, F. Ogilvie, and 
Dr, L. B. Pett, Canadian Medical Associa¬ 
tion Jrl,, July 1955, vol. 73.PE 260 


Surgery-General 


Surgical Decompression in Biliary Obstruc¬ 
tion, Dr. M. A. Hayes, Dr. F. A, Coller, 
American Jrl, of Surgery, January 1952, 

.......PE 350, PE 360 

Use of the Plastic Intravenous Catheter for 
Multiple and Massive Transfusions and Pro¬ 
longed Intravenous Fluid Therapy, 


Dr. D, W. Smith, Dr. R. S. Sappcnfielcl, 
Dr. W. J. Fink, Surgery, Gynecology and 
Obstetrics, December 1952 .PE 90 

Surgery-Gynecological 

Salpingoplasty Using Polyethylene Tubing, 
Dr. D. J. Wexler, Dr. C, H, Birnberg, Dr. 
A. Kohn, American Jrl. of Surgery, August 
1951.PE 240 

Surgery-Neurological 

Ventriculomastoidostomy Technique and 
Observations, Dr. W. A. Nosik, Jrl. of Neu¬ 
rosurgery, 1950, Vol. 7, No. 3. PE 160 

A New Operation for the Treatment of 
Communicating Hydrocephalus, Dr. D. D. 
Matson, Jrl, of Neurosurgery, 1949, Vol. 6, 
No. 3 .PE 190 

Surgery—Ophthalmological 

Management of Strictures of the Lacrimal 
Canaliculi with Polyethylene Tubes, Dr. 
J, W. Henderson, Archives of Ophthalmol¬ 
ogy, August 1950 .PE 50 

Surgery-Urological 

The Efficacy of Plastic Ureteral and Ure¬ 
thral Catheters for Constant Drainage, Dr. 
H. P. Brown, Dr. J. H. Harrison, Jrl. of 
Urology, July 1951.. PE 205, PE 240, PE 260 

Surgery-Vascular 

Thoracic Aortic Coarctation, Dr, H. W, 
Clatworthy, Jr,, Dr. Yosliio Sake, Dr. T. C. 
Chisholm, Dr. C, Culmer, Dr. R. L. Varco, 
Surgery, August 1950 .PE 205 
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ADAPTERS for Plastic Ting 


These Adapters are for the attachment of Polyethylene and 
other plastic tubings to Male and Female Luer-siip and Luer. 
lock fittings. They depend on the property of these plastic 
tubings to flare out when heat is applied to their ends (see 
technic). The flare, when sealed between the V-shaped in¬ 
ternal area of the nut and the corresponding end of the 
screw, acts as its own gasket. These Couplers do not cut 
down the effective lumen of the tubing. They are made of 
chromium plated brass. 

EAC H ADAPTER aVaTTabTe IN THESE 4 SIZES' 

SIZE A Accommodates Intramedic Tubing sizes PE10, PE20, 
PESO and other plastic tubing with an outside diam¬ 
eter up to .010". 

SIZE B Accommodates Intramedic Tubing sizes PE60, PE90, 
PEIOO, and other plastic tubing with an outside di¬ 
ameter up to Ml i". « 

SIZE C Accommodates Intramedic Tubing sizes PE160, 
PE190, PE200, PE205, and other plastic tubing with 
an outside diameter up to .082", 

SIZE D Accommodates Intramedic Tubing sizes PE240, 
PE260, PE280, PE320, and other plastic tubing with 
an outside diameter up to .144". 

BE SURE TO SPECIFY SIZE WHEN ORDERING 

Hirsch-Adams AUTOMATIC BI-VALVE 

with Polyethylene Coupler for Continuous Caudal Analgesia 

As used by Dr. Jack Halperin and Dr. Herman Taller 

Beth E| Hospital, Brooklyn, N. Y. j 
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This apparatus utilizes the principle of the Hirsch-Adams 
Automatic Bi-'Valve in that filling the syringe opens the 
inlet valve and closes the outlet valve; and conversely, emp¬ 
tying it closes the inlet valve and opens the outlet valve. It 
permits a closed system technic for transferring liquids, 
The Polyethylene coupler accommodates tubing sizes 
PE-10, PE-20 and PE-50. PE-50 (I.D, .023"xO.D. .038") is 
used in the Continuous Caudal Analgesia Technic of Drs. 
Halperin and Taller. In this technic, rubber tubing with a 
needle on one end is attached to the inlet portion of the 
Bi-Valve, Polyethylene Tubing PE-50 which has been in¬ 
serted into the caudal canal through a 17 gauge spinal needle 
is then attached to the coupler, using the technic described 
at right. 

•A-1046/PE HIRSCH-ADAMS AUTOMATIC BI-VALVE 
WITH POLYETHYLENE COUPLER with two each extra 
balk and springs, chrome plated . Bach $ 9.50 



* A-1025 PLASTIC TUBING TO FEMALE LUER-SLIP 

ADAPTER. For adapting plastic tubing to syringes jor 
intravenous therapy, gastric tubes, and other uses. 

.each $1.80 dozen $18,00 




*A-1026 PLASTIC TUBING TO FEMALE LUER-SLIP 
ADAPTER WITH ONE-WAY BALL VALVE. Similar 
to A-1025 but with one-way spring action ball valve 
which prevents bachfloui. Particularly important in ad¬ 
ministering spinal and epidural anesthetic agents, jor 
intraarterial injections.... 83Cll $3.60 dOZBIl $36.00 
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* A-1027 PLASTIC TUBING TO MALE LUER-LOCK 

ADAPTER. For adapting needles to plastic tubing jor 
intravenous technics such as in the administration oj 

Sodium Penmhai . each $ 2.10 dozen $ 21.00 

SUANTITY DISCOUNTS: On A-1025 and A-1027, 3 doz-5%, 6 doz.- 
10%. A-1025, A-1026, A-1027 may each be assorted In sizes A 
through 0 for dozen prices and other quantity prices applicable. 


TECHNIC FOR -USE OF ADAPTERS 



Slip tubing through the hole in closed end of coupler nut. 


mm 

°i 


Hold tubing about away from the flamo of a match, alcohol 
burner, cigarette lighter or candle while simultaneously rotat¬ 
ing the tubing slowly between the thumb and forefinger. The 
tubing will form a smooth symmetrical flare in a few seconds. 
Flare should he sufficiently large so that it will not slip through 
the hole in the closed end of the nut. 


r:l 



Seat the flare in the V-shaped area on the inside of the closed 
end of the nut. Attach and tighten the threaded screw portion. 
The tubing acts as its own gasket in making an airtight closure 
Which does not cut down on the lumen of the tubing, 
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Intramedic® Luer-Stub ADAPTERS 

For attachment of polyethylene and other plastic 
tubings to male Liter fittings 

Sterile, Pyrogen-free, Ready for use 
Disposable, but can be cleaned and sterilized for reuse 

Can be attached to syringe or IV set 

directly from container 

16 Available to fit 8 sizes of Intramedic PE Tubing- 

Sterile and Non-Sterile 






Intramedic Luer-Stub Adapters arc blunt end, l f> inch, 
stainless cannula,s with chrome-plated brass hubs, having 
gauge size stumped on hub. Each adapter unit has a plastic 
protective guard over the cannula and is packed anti uteri- 
listed in a beat sealed polyethylene Img. 

A card sealed in each package gives the gauge of cannula 
and size of lulling into which it fits. 



Cat. No. 

Gauge 

Fits into Intramedic 

PE Tubing 

*A-1030/23 

23 

PE-50 

*A-1030/20 

20 

PE-90, PE-100 

* A-1030/18 

18 

PE-160, PE-190 

* A-1030/17 

17 

PE-200 

* A-1030/16 

16 

PE-205 

*A-1030/15 

15 

PE-240 


® Packed one dozen adapters of a size to 
a box (minimum unit oj sale). 

T' 

$ 4.00 per hex 30 boxes.$ 2.88 per box 

6 boxes.$ 3.B0 per box 60 boxes.$ 2.72 per box 

12 boxes.$ 3.20 per box 120 boxes.$ 2.56 per box 

May be assorted for quantity prices. 


Tlinhv ADAPTER For Attachment of Intra- 
I yUIIJ nunr I til medic or other plastic 

tubing and ureteral catheters to male Luer fittings 


• Easy to attach - requires no heat-flaring 
® Fits all sizes of Intramedic Polyethylene 

Tubing from PE-10 to PE-205, inclusive 

• Fits all sizes of Ureteral Catheters up to and 
including size 6 French 

The Tuohy Adapter consists of luer connection and knurled 
nut with a rubber gasket and metal sleeve inside, (See illus¬ 
tration.) When properly adjusted, the rubber gasket holds 
the plastic tubing or catheter by compression. 

A-1029 TUOIIY ADAPTER, packed each in an envelope with 
complete directions and a supply oj extra rubber gaskets. 


Cole Polyethylene VEIN STRIPPER 



Bach.$ 1.75 

1 dozen. 17,50 per dozen 


3 dozen.$15.75 per dozen 

6 dozen. 14.00 per dozen 


Follows tortuous course 

of vein... removing longer 
segments than is possible with 
rigid or semi-rigid rods 

Less likely to perforate 

thin-walled, dilated veins 

Handy at operating table 

... can be held in a small coil 
prior to passage into vein 

Small diameter...minimizes 

trauma during removal 


The Cole Polyethylene Vein Stripper is a 36" long, l /a 
extruded Polyethylene rod. The advancing end has a blunt 
point. The other end is flattened slightly and pierced with 
two holes lj4 cm. apart (large enough to accommodate 
straight Keith needles). Vein Stripper may be sterilized in 
any of the accepted cold germicides f or by boiling. 

* PE-1000 COLE POLYETHYLENE VEIN STRIPPER 

each $1.50 dozen $ 15.00 

fC.Ri. Germicide or Iodide—Clay-Adams, Inc. 
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Materials for Making Expendable Intravenous and Hood Donor Sets 


FORMULATION PFM 


Vinyl IV Tillin':, Formulaiion PFM, is 
recommended for making up disposable 
sets for the collection and administra¬ 
tion of blood, and for the intravenous 
administration of fluids. 

Vinyl IV Tubing, Forinulution 
PFM, is especially manufactured for 
medical work. The tubing can be auto¬ 
claved for sterilization, It is supplied in 
250 foot coils sealed at both ends. The 
lumen is sterile, pyrogen free, dry, and 
filled with nitrogen (free of oxygen), 
It contains less than 3 parts per million 
of lead. (Federal specifications allow a 
maximum of 5 parts per million of 
lead.) 

The tubing is stocked in the three 
sizes listed at right. 

Other sizes can be supplied if a sufficient 
quantity is ordered, Please request quota¬ 
tion, giving size and quantity required. 


PV-400 for Sodium Pentothal administra¬ 
tion sets made up with Syringe Adapter 
A-1025C and Needle Adapter A-1027C 
(see page 116), 

PV-508 and PV-608 For making up blood 

donor and intravenous administration 
sets using A-1070 and AMO needles, 
A-1001 nylon adapters, or other nee¬ 
dles and adapters according to need, 



Cat. 

Na. 

DIAMETERS 
Inside X Outside 

1,000 ft. 

PRICES per looo ft. in lots of 

5,000 ft. 25,000 ft. 50,000 ft. 

100,000 ft. 

PV-400 

.050" x.080” 

$18.00 

$16.20 

$15,30 

$14.40 

$13.50 

PV-508 

.133" x.180" 

24.00 

21.60 

20.40 

19.20 

18.00 

PV-608 

.140" x.210" 

34.50 

31.05 

29.30 

27.60 

25.90 




Blood Donor Sets 




Made of smooth lumen stainless steel 
tubing and nickel-plated brass hubs. 
The tubing and bubs are joined by sol¬ 
dering to insure a tight leakproof seal, 
particularly important in the vacuum 
collection of blood. Cutting edges are 
sharp, clean, and free of burrs. 


/U DONOR NEEDLES with hose 
hub, 17 gauge x 1W'> packed 50 per 
box, 1000 per carton. 

Per 100 $ 25.00 
Per 1000 168,00 


A-1080 RUBBER PIERCING NEEDLE 
with hose hub, 15 gauge x 1", for 
piercing rubber stoppers in blood 
donor bottles, Flanged to permit finger 
pressure when puncturing rubber stop¬ 
per. Packed 66 per card, 1122 per 
carton. 

Per 132 $30.00 Per 1122 $219,00 


Needle Adapters 
and Bustling 
Connectors 



IUI NYLON NEEDLE ADAPTER, 
one end male liter, other end female 
liter. 



A-1010 NYLON BUSHING CON- 

NECTOR, for connecting rubber or 
plastic tubings, i" long % .133" O.D, 


,,$22.50 per M 


1 M.... 

.$ 22.50 per M 

1 M 

5 M.... 

. 19.00 per M 

5 M 

10 M.... 

. 18.00 per M 

10 M 

25 M. 

. 16.50 per M 

25 M. 


16.50 per M 
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This pure polyethylene film has the 
same properties as Polyethylene Tub. 
ing (see Pages 114 and 115). (It is not 
to he confused with the polyethylene 
film used for wrapping aneurysms 
which contains Dicetyl Phosphate, a 
tissue irritant.) 


Polyethylene film has been used 
in human and animal surgery ns an ar¬ 
tificial dura, as a membrane to prevent 
adhesions, and for making tubes for 
various plastic surgical procedures. 


* PE-2600 POLYETHYLENE FILM, 5i" 
wide * .0015" thick. 

Per 10 yard length .$ 6.00 

REFERENCES AVAILABLE ON REQUEST 







This pure polyethylene plate has 
the same properties as Polyethylene 
Tubing (see Pages 114 and 115). Its 
chief uses include cranioplasties, plas¬ 
tic and reconstructive surgery to re¬ 
place hone, and the repair of large body 
wall defects. 

Polyethylene plate can he molded 
in hot water and shaped with the fin- 
gers. The exact shape required can be 
formed in the operating room by using 


a sharp knife or scalpel. It is therefore 
easier and less expensive to use than 
tantalum which is ordinarily employed 
for such prosthetic devices, which must 
he prefabricated by skilled workmen 
under controlled conditions. 

* PE-1500 POLYETHYLENE PLATE. 

7Wxiiv/xVh" thick .ea. $2.40 

* PE-1520 POLYETHYLENE PLATE. 

W *«%" a; 3/16" thick . ea. $ 3.50 

*-PE-1550 POLYETHYLENE PLATE. 
7W'x'll 1 //x 5/16" thick .63. $ 6.00 

REFERENCES AVAILABLE ON REQUEST 


m 




Surgical SPONGE 

Formulation M 
PURE FOR SURGICAL USE 

A FRAMEWORK FOR LIVING TISSUE 


Ivaion Surgical Sponge acts as a 
framework for living tissues. In com¬ 
parison with natural sponge where the 
individual cells are walled off, Ivaion 
synthetic sponge has a framework of 
continuous intercellular spaces which 
permits the infiltration of fibrous tis¬ 
sue. A segment of the sponge inserted 
into the body is rapidly infiltrated by 
fluids, then by cells, and is virtually 
transformed into a fibrous mass having 
the same shape and size as the sponge. 

Ivaion can be readily molded to 
any desired shape by application of 
moderate heat (100° C) and pressure. 
The property of Ivaion Surgical Sponge 
which results in infiltration by fibrous 
tissue w|ien implanted in the body will 
suggest its use in many surgical pro¬ 
cedures where autografts and homo¬ 
grafts have previously been used. Be¬ 
cause Ivaion is soft and does not set up 
a foreign body reaction, it can also he 


used in place of hard plastics or metals 
in solid or mesh form. Since the result 
of these procedures is the formation of 
fibrous tissue, Ivaion affords the ad¬ 
vantage of being a generally available 
synthetic material which can be easily 
shaped to meet individual requirements. 

*PV-105 IVALON SURGICAL SPONGE, 
Formulation M, 8% x 5)ft x 2% inches. 
Packed each in air-tight plastic bag 
and outer carton. 

each $ 6.00 dozen $ 60,00 

^PV-IIO IVALON SURGICAL SPONGE, 
Formulation M, 11 x 8Ys x 5% inches. 
Packed each in air-tight plastic bag 
and outer carton. 

each $ 28.50 dozen $ 285.00 

QUANTITY DISCOUNTS: 

3 dozen 10%, 6 dozen 20% 


"IVALON” is the trade name for a 
polyvinyl formal sponge. “Ivaion ” 
SURGICAL Sponge, is chemically 
similar to the household product 
sold under the “ halon ” trademark. 
Ivaion SURGICAL Sponge,however, 
is separately manufactured under 
carefully controlled conditions to 
prevent contamination which might 
cause a foreign body reaction. 




REFERENCES 

John II. Grlndlay, M.D. and John M. Waugh, 
M.D., “Plastic Sponge Which Acta As A Frame- 
work For Living Tissue,’’ Archives of Snr- 
gery, September 1951. 

Allan thirst, M.D., John It. Grow, M,I)„ Sam- 
net Levine, M.D., Harold M. Perlmtntor, M.D,, 
“The IJho of Plastic Sponge In the Surgical 
Treatment of Pulmonary Tuberculosis,” Dis¬ 
eases of the Chest, August 1951, 

Edward A. Fitch, M.D,, Henry Goodwin Glass, 
M.D. anti Fred II, Avon, M.D., Houston, Texas, 
“Ivaion As A Chest Wall Prosthesis,” Jrl, of 
Thoracic Surgery, vol. 84, no. 2, pp. 265-2611, 
August 1957, 

J. D. Mortensen and John II. Grlndlny, Roch¬ 
ester, Minn., “Molded, Seamless Tuhoa of 
Polyvinyl Formallnlited Spongo, Their Use a# 
Replacements for Segments of Aorta and 
Major Arteries,” A.M.A. Archives of Surgery, 
721»71.078, May 1956. 

Frank R. Denman, M.D, and Edward A. Fitch, 
M.D,, Houston, Texas, “Arterial Grafts (Com¬ 
pressed Molded Ivaion Tubes),” Jrl. of the 
International College of Surgeons, vol, 27, 
no. 3, March 1957. 
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A first quality stainless needle, inexpensive and econom¬ 
ical for hospital use. Standard LUER slip-on hub with 
medium bevel point, unless otherwise specified. Packed 
one dozen of a size and gauge to the box, together with 
rustless wire stylets. 

When ordering: needles please specify gauge and length. 


QUANTITY DISCOUNTS: Gross lots 10%, 5 gross lots 25%, assorted. 
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SPINAL PUNCTURE NEEDLE 
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j Precisely constructed of rustless metal to permit application of high 
' pressures without leakage. Available in 2,3, and 4 ounce sizes with 
; special tips as described below. 

A-643/2 TWO OUNCE METAL SYRINGE with bulbous ear tip 
anil P/s," tapered car tip . each $ 8.G0 

A-643/3 THREE OUNCE METAL SYRINGE with bulbous ear 
Lip and P/s" tapered ear tip . each $ 9.10 

A-643/4 FOUR OUNCE METAL SYRINGE with bulbous ear 
tip and P// tapered ear tip . each $9.60 

A-643/B EAR SHIELD jor metal syringes . each $ 1.20 




I A-643/C TAPERED EAR TIP, 1%", for metal syringes. 

each $1.00 

A-643/H BULBOUS EAR TIP for metal syringes . each $ 1.30 


HYPO CASE 


Hirsch-Adams AUTOMATIC BI-VALVE 




if BJM] 


1 A-1014 QUINCKE SPINAL PUNCTURE NEEDLE, 

18, 19 and 20 gauge, 3" and 3Vs!' stainless. 

each $ 1.50 dozen $ 15.00 


Metal All-Purpose IRRIGATING SYRINGES 


For closed system transfer of blood, IV or other fluids 

£) 

| 

The Hirsch-Adams Automatic Bi- I . 

Valve was designed for transfusing ''I 

fitrated blood in pediatries where it 
f. permits use of narrow gauge needle " Vj»" ' 

and reduces transfusion time. When mm. 

|:j connected with a syringe, pulling out I®? A-1 

the plunger opens the inlet valve 
I and closes the outlet valve; and con- rPh ~i 

| versely, pushing in the plunger ~^fesl 0 m BMisds ® 1 
S> closes the inlet valve and opens the S 

| outlet valve. Arrows indicate the di. • 

;| rection-of the flow. 

i| Designed fbr use with standard accessories. The inlet and out- 
f let fittings are so ground that needles may be attached directly. 

j! 

*A-1046 HIRSCH-ADAMS AUTOMATIC BI-VALVE only, 

with two each extra balls and springs, chrome plated. 

each $9.50 

*A-1046X HIRSCH-ADAMS AUTOMATIC BI-VALVE OUT- 
FIT, with Bi-valve, 30" A-2997/XS Tubing, A-1040 
Adapter, A-10411 Sinker, 19G/2W Needle. 

1 each $12,00 

| T 

jflEF,: Sidney Ilirsch, M.D., N. V. — Annals of Surgery, Feb., 1943, 


ADAPTERS 



A-675 POCKET HYPO CASE only, jor P/s or 2 cc sterile syringe 
with needle attached. Has circular window to show point of 

needle. (Without syringe or needle) .63Ch $ 3.75 

A-675 X GLASS INSERTS only for above . each $ .25 


I A-1006 A GLASS OBSERVATION TUBES, 

2%" long x Vi" outside diameter. 

| Luer tip at one end and hose con- 

| nection at the other end. 

dozen $2.75 gross $27.50 

A-1006 B SAME AS ABOVE but 3VC long x 
5/16" outside diameter. 

dozen $ 2.75 gross $ 27.50 

i A-1048 BALL SINKERS (Caudell weights), 
chrome plated weight connects to tubing 
and holds tubing to bottom of container. 
Slotted opening allows free passage of fluid. 

each $ .60 dozen $ 6.00 

A-1040 MALE LUER SLIP TO %" I.D. 
TUBING, chrome plated. 

dozen $2.40 gross $24.00 

A-1041 FEMALE LUER SLIP TO %" I.D. 
TUBING, chrome plated. 

dozen $ 2.40 gross $ 24.00 

| A-1042 FEMALE LUER SLIP TO MALE 
| RECORD SLIP. 

dozen $ 2.40 gross $ 24.00 

’ , ,.■ 1 '--,n,inn -m, r r rn - ■, ;• L - TfA .._.; ■ , u ,, r - r l ' f . - . 

A-1043 MALE LUER SLIP TO FEMALE 
RECORD SLIP. 

dozen $ 2.40 gross $ 24.00 

A-1044 LARGE FEMALE LUER TO 
STANDARD MALE LUER SLIP. 

dozen $ 2.40 gross $ 24.00 







See also PLASTIC TUBING ADAPTERS on Page 116 
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For snore positive Intestinal Intubation 

9 Greater ease of intubation-first, ease of passage thru 
the nares and nasopharynx; and second, ease of passage 
thru the pylorus. 

# More efficient decompression - resulting from larger 
luminal diameter and less possibility of plugging. 

d Complete absence of any metal parts which 
might injure the mucosa. 

• Simplified syringe technic of assembly. 

§ Neoprene and Latex bag, with a low permeability to 
gases, eliminates hazard accompanying distention of bag 
resulting from intra-intestinal pressure, particularly dur¬ 
ing long intubation. 

The Cantor Tube is a mercury weighted single lumen 
rubber tube with neoprene and latex bag-tip. Its movement 
do™ the alimentary tract is actuated by a combination of 
the free-flowing qualities of mercury and the peristaltic ac¬ 
tion on the bolus formed by the mercury in the bag. Mercury 
is given the maximum motility by the loose neoprene and 
latex bag attached distal to the tube, thus utilizing to the 
fullest extent the physical properties of mercury. 

The improved Cantor Tube has a funnel end and a 
sealed tip to which the bag is attached, 

Adult size tubes are marked to indicate their position 
as follows: “S" for stomach at the 17" mark, “P” for pylorus 
at the 24" mark, “D” for duodenum at the 30" mark, and 
then in feet"at the 4,5,6, 7, 8 and 9 feet marks. 

Child size tubes are marked as follows: “S” for stom¬ 
ach at the 14" mark, “P” for pylorus at the 19" mark, “D” 
for duodenum at the 24" mark. 
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Cantor Tube 
as supplied with bag 
cemented on 


*D-110 CANTOR INTESTINAL DECOMPRESSION TUBE, 

with improved funnel end, sealed tip, 16 Fr., 10 feet long, 
with bag attached, 

each $ 7.50 3 dozen $81.00 dozen 

dozen 84.00 6 dozen 75.00 dozen 

12 dozen 72.00 dozen 

* 0 - 110/8 BAG for Cantor Intestinal decompression Tube, with 
instructions for replacement of bag, (With each dozen hags, 
one tube oj D-llO/C Cement is supplied without charge.) 

each $ .70 dozen $ 7.20 6 dozen $ 6.48 dozen 

*0-111 CHILD SIZE CANTOR INTESTINAL DECOMPRES- 
SION TUBE, with improved funnel end, sealed tip, 12 Fr., 
7 feet long, with hag attached, 

each $ 7.50 3 dozen $81.00 dozen 

dozen 84.00 6 dozen 75.00 dozen 

12 dozen 72.00 dozen 

*D-111/B BAG for Child Size Cantor Intestinal Decompression 
Tube, with instructions for replacement of bag, (With each 
dozen bags,one tube oj D-llO/C Cement is supplied without 
charge.) 

each $ .70 dozen $ 7.20 8 dozen $ 6.48 dozen 

*0-110/C RUBBER CEMENT for attaching replacement bags 
to the Cantor Tube. each $ .25 dozen $ 2.50 


D-110 and D-1ii may be assorted for quantity prices. D-110/B and D-111/B 
may be assorted for quantity prices in minimum units of a dozen of a size. 


Cantor Decompression Sound 


• Safe, rapid intestinal decompression during surgery. 

® For use in cases where immediate surgery is indicated and time 
is not available for decompression with an intubation tube, 









*B-115 CANTOR DECOMPRESSION SOUND. Three 12", 20 
Fr. lumen, metal segments, one having blunt end. Segments 
can be screwed together or used separately as a 1,2 or 3 foot 
sound. Each segment has elliptical holes for suction. 

each $30.00 

REFERENCE: Cantor, Meyer 0., M,D,, Simplified Intestinal Decom¬ 
pression Sound, dm, Journal of Surgery, Jan. 1954, pp, 122.26, 



Syringe technic for simultaneously introducing mercury, 
aspirating air, and creating safety valve (needle Hole 
releases gases without allowing mercury to escape) 




[inborn Simultaneous 

ilumen Gastrectomy Tube 


*^1**“*^ BUCKETLESS 

Round tuiw, 48" long, ]6 Fr, bi- 
| sectecl by a center wall to provide 
j—yjB fBSU i a double semi-circular lumen. 

| Each lumen has separate open- 
ill Wi ! b'gs at both ends and can be used 

pf flvMUr /ps independently. 

/'/“ Catheter type lip is lead im- 

]P n ! prcgnated solid rubber 2%" long. 

I oop Above the tip, the longer lumen 

DB*—' i (jejunal) has 3 oval slotted open- 

MM Sfjerenl ings %" apart. 

i/If £oop | The g ]i 0r t er lumen (stem- 

§W ! nch) lias 3 oval slotted openings 

. 1414* above the terminal end of 

the tube. This 1414" length of 
the tube consists of the 2%" lead 
impregnated tip and 12" of lead shot impregnated solid rubber 
which provide the necessary weight (or easy and smooth passage. 
NOTE: Where the distal end of the tube is to be placed in the 
afferent loop, the D-104 tube described below is recommended, 


JUS 




*D-103 EINHORN BILUMEN 
GASTRECTOMY TUBE, 
48" long, 16 Fr., with 
double metal outlet 
and rubber connectors. 

each $10.50 



REF.: Elnhorn, Moses, M.D., Surgery, 
Gynecology and Obstetrics, Jan. 1941. 



[inborn Bucketless 

astro-Duodenal To 


® Lead drop encased in tube eliminates metal bucket 

and possibility of its becoming detached, 

'7 Special design of encased drop 

- accelerates swallowing and eases passage thru stomach 

- minimizes patient discomfort and reduces likelihood 
of regurgitation 

- allows for continuous flow through openings since 
lower end of drop is 27 Fr. while tube is only 14 Fr, 

® Slotted, elongated suction openings with 

rubber margins 

- prevent cutting of mucous membranes as is usual with 
metal buckets 

- provide large drainage area with no clogging of tube 
since openings have smaller diameter than tube lumen 


*D-97 EINHORN DU¬ 
ODENAL TUBE, size 14 
Fr., length 50", semi-soft 
and resilient. 2 slotted 
oval eyes. Funnel end, 
Complete with glass ob¬ 
servation tube and rubber 
tubing connector, 

each $ 3.50 
dozen $ 36,00 





REF.: Elnhorn, Moses, M.D., Am, J . Digestive Diseases, April 1938. 
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[inborn Simultaneous Bilumen Castro-Duodenal Tubes 

Both Nasal and Oral Tubes are BUCKETLESS 

Einhorn Nasal Bilumen Gastro-Duodenal Tube 1 Elnhorn Oral Bilumen Gastro-Ouodenal Tube 


Similar to D-103 Gastrectomy Tube ex¬ 
cept that shorter lumen (gastric) has its 
openings 914" from the terminal end of 
the tube so that its openings are in the 
stomach when lower openings (duode¬ 
nal) are in the duodenum. 

Tube is 48" long, 16 Fr., with lead 
impregnated catheter tip und markings 
at 19" (nares to cardia), 39" (nares to 
pylorus) and/3614" indicating that the 
tip of the tube is in the duodenum. In¬ 
cludes double metul outlet and rubber 


Buo3emiiiIh (Stomach. 



Same as D-104 described at left except 
that it has a lead weighted bucketless 
tip entirely encased in rubber for oral 
passage. 

Tube is 48" long, 16 Fr. with pear- 
shaped lead weighted tip and markings 
at 17" (lips to cardia), 28" (lips to 
pylorus) and 33" allowing 5" of the ter¬ 
minal end to he in the duodenum. 
Supplied with double metal outlet and 
rubber connectors. 


•.**. 


* D-104 EINHORN NASAL BILUMEN GASTRO-DUODENAL 

tube. each $ 10.50 


D-105 EINHORN 

ORAL BILUMEN ■' lyf 
GASTRO-DUODE- 7 \ 
NALTUBE, | 

each $10,50 N 


l V : 

. 


REF.: 3, Lab. and Clinical Medicine, April 1941 
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STERILE 

Intramedic 6 Levin Tube 


® STERILE, Pyrogen free, Ready for use 

©Made of smooth polyvinyl plastic - easily inserted 

«Disposable, but can be autoclaved and reused 

# Packaged in a Polyethylene coated cellophane bag ■ 
protects sterility 


'Available in sizes 12 and 16 Fr. 


Sterilized 

After 

Packaging 


*0 Mhti 1 


«... ' a >.. ,c t 





Polyvinyl plastic tube, 50 inches long, markings at 18, 
22, 26 and 30 inches from distal end. Four holes on 
alternate sides of the tubing assure uninterrupted flow. 
Open distal end is rounded and smooth for easy passage. 
Connector fits standard equipment. 

*PV-87/$ STERILE INTRAMEDIC LEVIN TUBE, pyrogen 

free, Sizes 12 and 16 Fr. Packed one lube per sealed plastic 
envelope and 50 per case. 

$ .60 per tube 

per case (50 tubes).. 22.50 per case 

20 cases (1,000 tubes). 20.25 per case 

50 cases (2,500 tubes)....,. 18.00 per case 

100 cases (5,000 tubes). 16.88 per case 



Levin 

Duodenal 


D-87 LEVIN DUODENAL TUBE, rubber, funnel end, 4 eyes. 
Solid, aseptic lip. Sizes 10, 12, 14,16, 111 Fr. Complete with 
connectors. Each in box. 

each $1.60 dozen $16.20 

D-87X SAME AS ABOVE hut without connectors. 

each $1.45 dozen $14.40 

dUANTITY DISCOUNTS: On D-87 and D-87X, 3 dozen 10%, 6 dozen 20% 



Jutte 

Tube 



7/ X 


0-91 JUTTE DUUDENAL TUBE, mhber. Complete with sold- 
plated metal parts, wire stylet, and glass observation tube 
with rubber tubing connector. 3 eyes. Straight end. Has 
gold plated metal connector with Liter slip to make airtight 
connection with standard Liter Syringe. Size 14 French only. 
Each in box. each $ 4.00 





Lyon 

Tube 


D-92 LYON DUODENAL TUBE, rubber. Improved funnel end, 
complete with glass observation tube and rubber connector, 
with gold-plated drop, Sizes 14 and 16 French (14 most 
generally used). Each in box. 

each $ 3.50 dozen $36.00 


FOR 

INTRAVENOUS 

THERAPY 


INTRAMEDIC® POLYETHYLENE TUBING 

Animal Tested — Free of Tissue Reaction 

Sterile and lSon-Sterile SEE PAGES 113 , 114, its 
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REHFUSS DUODENAL TUBE, rubber, funnel end, com¬ 
plete with glass observation tube and rubber tubing con¬ 
nector. With gold plated drop. Sizes 12, 14, 16 Fr. (14 is 
most generally used.) each $2.40 dozen $ 24.00 


Duodenal Drops 




D-90G REHFUSS, gold plated, drop only . each $ 1.00 

D-91B JUTTE, gold plated, drop only . 6aCft $ .80 

D-91L JUTTE, gold plated, male and female Liter 

slip connectors . per Set $ 1.30 


Tube 

without 

Drop 

CALIBRATED 







0-89 DUODENAL TUBE, rubber, funnel end for use with Reh- 
fuss, Lyons, and other drops. Sizes 12, 14, 16 French (14 
most generally used). each $1.15 dozen $11,40 





D-92X LYON, gold plated, drop only. 

each $ 2.00 


dozen $21.00 


Einhorn Cardiospasm Dilator 




X-Ray 

Tube 




Tube end is processed for four inches to appear opaque in X-ray 
or fluoroscopic examination and weighted two’ and a half times 
heavier than the rest of the tube for easy passage into the duode¬ 
num. The tube has 9 eyes extending 10" from the tip, permitting 
simultaneous drainage from the stomach und duodenum, 


D-96 X-RAY WEIGHTED TIP DUODENAL TUBE, rubber. 
Recommended for use with gastrocvacuators for mild, con¬ 
tinuous, automatic and controlled suction syphonage of 
fluids and gases. The tube is 40" long and has markings at 
the 19", 23", 27" and 31" marks. Funnel end. Sizes 14 or 16 
Fr. Supplied complete with rubber tubing connector and 
glass observation tubes. each $ 3.30 dozen $ 33.00 

D-96X TUBE ONLY, without connectors. 

each $3.00 dozen $30.00 

REF,: “Rationalising Treatment tn Acute Intestinal Obstructions," 
by Dr. Owen H, Wangensteen, Surgery, Gynecology and Obstetrics, 
No, 2A, Vol. 64, Feb, 14, 1937. 



© The only simple apparatus available for the 
commonly used retro-dilatation procedure. 

§ Can he swallowed easily, without rupture or 
trauma to the esophagus, and can he com¬ 
fortably retained by the patient... coiled 
wire spring within the tubing overcomes any 
cardiac resistance. 

§ In lateral dilatation, the bag will not slip 
front position. 

$ Amount of dilatation is ascertained fluoro- 
scopically by the size of the bag, eliminating 
dependence upon air and water pressure 
gauge, 

f The tube is simple in design, easily assem¬ 
bled and manipulated, 


* D-99 EINHORN CARDIOSPASM 
DILATOR, complete with Bulb 
and Valve, and two extra sets of 

Dilator Bags. each $27,00 

*D-99/A EINHORN CARDIO¬ 
SPASM DILATOR, with two 
\ extra sets of Dilator Bags, with- 
| out Bulb or Valve. each $21.00 

*D-99/B EINHORN CARDIO¬ 
SPASM DILATOR BAGS, set 
consisting of outer bag and inner 

tubing. per set $1,20 


REF,: Einhorn, Moses, M.D., Art, York, Review of Gastroenterology, 
December, 1939. 


QUANTITY DISCOUNTS: On D-88, D-89, D-90G, 3 dozen 10%, 6 dozen 20% 
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Polyethylene Duodenal Tub 


@ SIMPLE TECHNIC for routine duodenal intubation without need 
for special personnel... an aid in early diagnosis of extra- 
hepatic and pancreatic disease 

® MINIMIZES PATIENT DISCOMFORT 

-small size tube (less than 7 Fr, in diameter) 

- use of Polyethylene, which is smoother, lighter, more pliable 
and creates less friction than rubber 

« WELL TOLERATED ... Polyethylene does not irritate or pro¬ 
duce tissue reaction 


This tube is a 52" length of Polyethylene with a small out¬ 
side diameter, approximately 7 Fr., and a relatively large 
lumen, approximately 5 Fr. The bucket consists of two 
threaded sections which are screwed together and attached 
to the Polyethylene tubing by a simple heal flanging technic. 
The. bucket is olive shaped for easy passage, weighs about 
6.7 gm. and is %" long with a %" diameter. A plastic tubing 
adapter (A-1025/D) connects to the proximal end of the 
Polyethylene tube for instillation or aspiration. The plastic 
tubing can be replaced, reusing the same bucket and adapter. 

To facilitate introduction of the tube, a 12" length of 
firmer Vinyl Plastic Tubing (PV-508) with approximate 
O.D. of 14 Fr. (.180") is threaded over the finer Polyethyl¬ 
ene Tube. The vinyl tubing serves to introduce and guide 
the narrower Polyethylene Tubing. 



*0-120 MATZNER POLYETHYLENE DUODENAL TUBE, 52" 
Polyethylene Tubing (PE-240 J with 12" Vinyl Guide Tube 
(PV-508), with chrome plated bruss bucket and plastic tub¬ 
ing adapter (A-1025/D), supplied assembled . each $4.50 

* PE-240 POLYETHYLENE TUBING, animal tested, Mb" ID. 
x ,095" 0,1). 100 jee.t will make up approximately 22 re¬ 
placement Mutzner tubes . . per 100 ft. $16.25 

per 10 ft. 2.50 

PV-508 VINYL TUBING, JM" I.D. x .1110" O.D., 25 feet will 
make up-25 replacement guide tubes .... per 25 feet $1.00 

A-1025/D PLASTIC TUBING ADAPTER. 

.each $1.80 dozen $18.00 

REFERENCES 

Matzner, M. J,, Zurowllz, It., Walloon, I 1 ,, urul Colin, (J, C.! Simplified 
Duodenal Intubation Willi A Now Polyethylene Tube, Gastroenterol¬ 
ogy, at, 419, July, 1932, 

Lemon, II, M.: Tito Clinical Valno of Duodena! Drainage in the Dlug- 
nosls of Carcinoma of the Hillary Tract ami Pancreas, New York State 
J, Med., 31: 2155-21511, 1951, 




Nasal Oxygen Catheter 






D-1197 NASAL OXYGEN TUBE, rubber . Smooth and flexible 
to minimize irritation, Hole in the tip and II small holes on 
the side, Length 16". Sizes 10,12,14 Fr. 

each $1.00 dozen $10.20 

2®^ QUANTITY DISCOUNTS; 3 dozen 10%, 6 dozen 20% 


Si..v.;'■* ...A. 7 --l::’,.. ... .. ..... 


DeLee Catheter 


D-1195 DeLEE TRACHEAL CATHETER, rubber, designed /or 
use with the approved DeLee Glass Mucus Trap described 
at right. Open end, no eye. Amiable in even scale 10 to 18 
Fr. —sizes 12 and 14 are recommended for use with the 
D-1196A DeLee Glass Mucus Trap. 

each $ .80 dozen $ 8.40 


DeLee Mucus Trap 

FOR INFANT RESUSCITATION 

This mucus trap has been approved by Dr. Joseph B. DeLee, the 
original designer, for size and design, Made of high quality glass, 
double annealed to remove internal strain and reduce breakage. 

D-1196A DeLEE MUCUS TRAP, flint glass, with flat type 
mouthpiece . 63Ch $1.40 dOZBtl $14,40 




fggjnli 

ill 


QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 
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Buckstein Air Insufflator 

FOR COLONIC AEROGRAMS 


® Made of pure gum one piece seamless 
rubber with smooth uniform bore... 
requires no glass connector. 

• Can be safely autoclaved and will not 
“bloom” being acid and sulphur-free 
(less than 1/10 of 1% sulphur). 

The tubing has a uniform Y&" bore with 
a wall thickness of 1/16" in the U piece 
and 3/32" in the leader. The leader is 
about 52" long and the U piece 34" long 
(each arm 17"). 

D-100X ADAMS INFUSION TUBE complete 

with cut-offs, needles and glass observa¬ 
tion tubes . each $ 6.00 dozen $ 60.00 

D-100 ADAMS INFUSION TUBE only 

.each $ 4.00 dozen $ 40.00 




Plexiglas Rectal Dilators 


Adams Infusion Tube 

For Hypodermoclysis and Venoclysis 


• SHOWS UP SMALL POLYPS AND MALIGNANT TUMORS 
which might otherwise escape observation in routine 
colon barium enema examinations. 

MINIMIZES PATIENT DISTRESS while assuring maximum 
retention of injected air. 


REFERENCE: Jacob Buckstein, )1The Digestive Tract in Roentgenology, Nov, 1953, till. //, Chapter 42, J. B. Lippincott Co. 


D-81 COLON TUBE, rubber, hole in tip, 1 eye, length 30". 

26 Fr. For use with D-70 Buckstein Insufflator. 

.each $ 1.00 dozen $ 10.20 quantity discounts: 3 dozen 10 %, e dozen 20 % 


D-1144L “T” DRAIN, amber latex, one piece construction. 
Length 12", width oj "T” 5". Without funnel end, Even 

sizes: 12-20 Fr . each $ 1.10 doz, $ 12.00 
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She tube consists of a double rubber bulb arrangement at- 
inched through a petcock to a 26 Fr., open tip, one eye colon 
tube (D-81), One of the rubber bulbs acts as an air reservoir 
from which air is gradually released by the petcock to in¬ 
sufflate the colon. 


P-1025 3%"x 13/16". each $2.10 

P-TD26 3 % x l".each 2.30 

P-1027 4%"xiy 8 ".each 2.75 

P-1028 4%"xi%".each 3.30 


P-1250 SET of four Plexiglas Rectal Dilators. 

Per set, in a box, as illustrated $ 9.50 


*D-70 BUCKSTEIN AIR INSUFFLATOR for Colonic Aero- 
grams, complete with colon tube (D-81L 26 Fr., open tip , 

one eye . .each $12.00 dozen $120.00 


Plexiglas Rectal Dilators are available in a graduated set of 
four, or individually as listed below. Chemically inert, and 
therefore not affected by body fluids, they are non-irritating, 
non-chilling and easily sterilized by boiling. 

















Red Robber Urethral Catheters 


D-1135 NELATON CATHETER, red rubber, solid tip, 1 eye. 

Even sizes: 8-22 Fr. each $ .65 dozen $ 6.60 

24-30 Fr. each .70 dozen 7.20 


| Adams Unbreakable Catheter Holders 

| with metal wall clips 

I 

p f Keep sterile catheters straight and ready for use. 

| (■} Sterility maintained by formalin tablets in perforated glass 
j; container attached to rubber stopper. 

Hade of thick transparent cellulose acetate with special tight fit- 
I ting rubber stoppers which prevent contamination. Two metal wull 
'' clips are supplied with each holder for mounting in accessible place. 


D-1136 ROBINSON CATHETER, red rubber, hollow tip, 2 eyes. 

Even sizes: 10-22 Fr. each $ .70 dozen $ 7.20 

24-30 Fr, each .80 dozen 7.80 



D-1139 TIEMANN CATHETER, red rubber, Coude solid tip, 
olivary. 1 eye. With guide at funnel end indicating direc¬ 
tion of coude tip. 

Even sizes: 12*22 Fr. each $1.10 dozen $10.80 


0-707 URETHRAL TIP, reg¬ 
ular rubber. 

each $ .30 dozen $ 3.00 


m 



QUANTITY DISCOUNTS: 3 dozen 10%, 6 dozen 20% 



*0-1198 ADAMS UNBREAKABLE CATHETER HOLDERS. 

2f length for urethral (including Foley style) catheters, 
with two metal wall dips . each $ 3.50 

*0-1199 ADAMS UNBREAKABLE CATHETER HOLDERS. 
34Ve" length for ureteral catheters, with two metal wall clips. 

.each $4.00 


♦D-1198X Extra rubber stopper „ 


....each $ .30 


*0-1198 XX Extra perforated glass container for formalin tablets. 

.each $ .60 

QUANTITY DISCOUNTS: 5% for 5, and 10% for 10 or more. 

D-1T9B and D-1139 may bo assorted. 



Stylet 


1 


j 0-1149 STAINLESS STEEL CATHETER STYLET, 18" long, 
; olive tip, flexible . each $1.40 dOZBO $ 14.40 


Rrnrlnu PI 9 m 11 For urethrography in the male and 
PI U U II y u ! d III p injection of measured medication 

§ Operator’s hands are not exposed to the X-ray. 

@ Easy grasp of the glans even when there is leakage of oil. 

# Eliminates the strain of holding syringe in place until films have 
been developed. 

* Prevents staining of physician's or patient’s hands. 

The Brodny Clamp consists of four T-shaped spring steel limbs 
with rubber-covered tips, shaped to conform to the longitudinal 
contour of the glans, The spring steel limbs can be adjusted to fit 
the glans. An W cannula with a luer connection on one end and 
the rubber acorn tip (or the small metal tip for children) on the 
other, passes through the center of the limb arrangement. When a 
syringe is attached to the luer end, the cannula can be pushed until 
the acorn tip enters and completely obturates the meatal opening. 
The cannnla is immobilized by a turn of a lock nut. 



Hed Rubber Tubing 

A-2996 RED RUBBER TUBING, 


very flexible 

Size 

Boro Wall 

Fool 

Per box 
of JO ft, 

/I 

1/8" X 3/64" 

5.09 

53.30 

n 

5/32" x 3/64" 

.10 

3.50 

/3 

3/16" X1/16" 

.12 

4.50 

/4 

1/4" X1/16" 

.14 

5,50 

/5 

5/16" X 3/32" 

.20 

7.50 

n 

3/8" X 3/32" 

,31 

Per box 
of 10 ft, 

2.50 

/e 

1/2" X1/8" 

.40 

3.S5 























STETHOSCOPES 


Packed each in a box. Ail double stem models supplied with soft rubber stem- 
guard (as illustrated) to prevent flapping of tubing when folded in pocket. 


Ford Double Stem Stethoscopes Bowles Single Stem Stethoscope 


A-391 FORD NOISE-PROOF, 
CHILL-PROOF STETHO¬ 
SCOPE, DOUBLE STEM. A sojt 
rubber button on the chest piece 
holds it in position without trans¬ 
mitting noise, A plastic bell with 
a sojt rubber chill-proof rim 
screws into the chest piece. Sup¬ 
plied with black plastic ear tips. 

.each $ 5.30 

A-391 A FORD NOISE-PROOF, 
CHILL-PROOF CHEST PIECE 
ivith bell and finger rest. 

.each $3.30 

A-391 B PLASTIC BELL with sojt 

rubber rim . each $ 1.60 


A-392 BOWLES STETHOSCOPE, 
SINGLE STEM. Medium size, 
chest piece 1%" diameter. All 
metal parts are chrome plated, 
ear tips are black plastic; fiat 
disc-shaped chest piece permits 
easy manipulation under the 

clothing . each $ 5.00 


A-392A BOWLES CHEST PIECE, 

medium, with diaphragm. 

.each $3,30 


A-392 D DIAPHRAGM jor Bowles 
Stethoscope. 

.each $ .30 dozen $ 3.00 




& <pi 


A-393 FORD STETHOSCOPE, 
DOUBLE STEM. Has chrome 
plated metal chest piece and 
binuurals, with black plastic ear 
tips. With choice of any oj the 
three black plastic bells illus¬ 
trated (A-393B, A-393C, or 
A-393D) . each $3.75 

A-393H SAME AS ABOVE but 

with choke oj any of the two 
aluminum bells illustrated 
(A-393E or^-w;...each$4.20 

A-393 A FORD CHEST PIECE 

ONLY with choice oj any oj the 
three black plastic bells illus¬ 
trated (A-393B, A-393C, or 
A-393DJ . each $2,20 

A-393A/H same as above hu 

with choice oj uny oj the two 
aluminum bells illustrated 
(A-393EorA-393FJ.,.i ach$2.50 


STETHOSCOPE BELLS and EAR TIPS 


A-393 B BLACK PLASTIC BELL, 

short stem, small opening. 

.each $ .80 

A-393 C BLACK PLASTIC BELL, 

short stem, large opening. 

.each $ .80 

A-393 D BLACK PLASTIC BELL, 

long stem, small opening. 

.each $1.00 

A-393 E ALUMINUM BELL, short 
stem, small opening . each $ 1,50 

A-393 F ALUMINUM BELL, short 
stem, large opening . each $ 1,50 

A-350A PLEXIGLAS BELL, non¬ 
chill, bailable . each $ ,70 

A-396A ALUMINUM ear tips. 
.per pair $ .80 

A-396B HARD RUBBER EAR 
tips ..per pair $ .40 

A-350B PLEXIGLAS EAR TIPS. 

.per pair $ .45 




A-393 B, E 


A-393C, F 




A-dDU Set of PLEXIGLAS BELL 
and pair oj EAR TIPS....set $ .90 




) iiiyi 

A-350B 


WSWSiMiSlM. 
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Combination Ford-Bowles Stethoscopes 



scope from the Ford to the Bowles chest piece. The Ford hell and 
ear tips are made of black plastic. Bright metal parts are chrome' 
plated. 

A-398 COMBINATION FORD-BOWLES STETHOSCOPE, 

DOUBLE STEM. each $8.00 

A-398 X COMBINATION FORD-BOWLES STETHOSCOPE, 

SINGLE STEM. each $8.30 



A-398A ford.bowles A-398XA ford-bowles 

DOUBLE STEM CHEST SINGLE STEM CHEST 
piece .each $ 6.50 piece .each $ 6.50 

A-398 B BLACK PLASTIC BELL, short stem, large opening, 
for Combination Ford-Boivles Stethoscope . each $ .80 


Adams Non-Chill Stethoscopes 



I his stethoscope has an aluminum chest piece with a soft rubber 
rim around the edge, eliminating chill from the sudden contact 
with metal. Ideal for veterinary use since soft rubber rim deadena 
sound of animal hairs, eliminating extraneous noise. Chrome plated. 


A-394 ADAMS NON-CHILL STETHOSCOPE, DOUBLE STEM. 

.each $6,80 


A-394X ADAMS NON-CHILL STETHOSCOPE, SINGLE STEM. 

.each $ 6.80 




A-394 A ADAMS Non-Chill 
DOUBLE STEM CHEST 
piece .each $4.00 


A-394XA ADAMS Non-Chill 
SINGLE STEM CHEST 
PIECE.each $4.00 


A-394 B SOFT RUBBER RIM for above . each $ .75 


Stethoscope TUBING 

Stethoscopes with single stem chest piece require two 6" lengths 
and one 9" length of tubing. Double stem stethoscopes require 
two IS" lengths of tubing. 



A-2997/S Heavy IMAMBER A-2997/XS Regular Wall AM- 
STETHOSCOPE TUBING BER STETHOSCOPE TUB- 

3/16" bore x 1/8" wall. ING 3/16" borex3/32" wall. 

per 10 ft. $ 4.50 per 50 ft. $ 20.60 per 10 ft. $ 3.50 per 50 ft. $ 16.10 


Metal Y Piece 

A-397 METAL Y PIECE for 

stethoscope, chrome plated. 

..each $1.50 


Binaural 



A-395X BINAURAL with permanently attached spring and 
hard rubber ear lips for any of the stethoscopes listed in 
this catalog ..... each $1.80 
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ALLOY TUNING FORKS 
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54 Special aluminum magnesium alloy ( 3 /a"x1"stock) 
>t Long audible time - small internal damping 
Will not rust or corrode, light in weight 


& More easily excited to large amplitudes than 
steel forks 


C-1705 

ALUMINUM MAGNESIUM TUNING FORKS 

Pitch and VPS 

C-128 .ea. $8.60 

Ct-256 .ea. 6.00 

Co-512 .ea. 4.20 

C. r 1024 .ea. 4.20 

04-2048 .ea. '4.20 


C-1711 ALUMINUM MAGNESIUM AL¬ 
LOY TUNING FORK SET. Five C-1705 
forks (C-128, Ci-256, C,-512, C s -1024, 
Cf2048) in plush-lined, hard-covered 
leatherette case (C-17U/D). 

.per set $ 33.00 


C-1711/X SAME AS C-1711 in pliable leatherette case C-1684/C, £j 

.per set $ 27.00 § 


C-1711/D TUNING FORK CASE, for C-1711 Set, hard cover, 
plush-lined ... each $ 8.40 




A-1707 ADJUSTABLE TUNING FORK. Covers a complete j 
octave from Di to Ds. Made of chrome plated steel, & 


HARTMAN TUNING FORKS 



& **3E5 


C-1710 BONE CONDUCTION TUNING FORK, PA", chrome 

plated steel; has finger rest, finger hold and foot for bone 
conduction work, Ci-256 VPS .... each $ 8.25 



'.'vi'M'T 





6 HARTMAN TUNING FORKS, chrome plated 

PITCH and VPS 

C-128, with fixed weights . each $5.80 

Cj-256, with fixed weights . each 5.00 

Co-512. each 5.00 

C,r1024.each 5.00 

Ci-2048. each 5.00 


C-1684/X HARTMAN TUNING FORK SET .Fivechromeplated 
C-1696 forks (C-128, Ci-256, Ct-512, Cs-1024, and C t -2048J in 
pliable black leatherette casewith snap fasteners (C-1684/C), 

..per set $ 27.90 


C-1684/C case only, for above . each $ 2.00 


A-1708 LABORATORY TUNING FORKS. Recommended where 
the accuracy of the precision Hartman Tuning Forks is not 
required. Chrome plated. 


PITCH and VPS 

LENGTH 

EACH 

DOZEN 

C-128 

10 " 

$3.00 

$30.00 

Ci-256 

VA” 

2.50 

25.20 

Ca-512 

5 W 

2.50 

25.20 

D-288 

7" 

2.50 

25.20 

E-320 

63/ 4 " 

2.50 

25.20 

F-341-1/3 

61/4" 

2.50 

25.20 

6-384 

61/4" 

2.50 

25.20 

A-426 

6 " 

2.50 

25.20 

B-480 

5%" 

2.50 

25.20 





GALTON WHISTLE 


C-1714 GALTON WHISTLE with adjustable 
pitch, micrometer reading from 0 to 15 mm. 
in steps of 1/10 mm .63Ch $ 10.00 


C-1714X BULB ONLY for Gallon Whistle. 

....each $ .50 


dozen $5.00 


■ &.ai7;A#:. t: : ■ v:'£' i-r"r■:^ '' A .■ 
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CYTOLOGY EQUIPMENT and Supplies 


flie Ayre “Cell Biopsy” Method 


9 Simple, painless technic for obtaining “cell biopsy” 
of squamo-columnar junction of cervix—can be per¬ 
formed in doctor’s office, 

9 More effective in detection of prc-clinical cervical 
cancer than single biopsy or other similar technics, 

© Special cervical applicator provides scraping from 
squamo-columnar junction — the area particularly 
vulnerable to development of squamous carcinoma, 

® Technic can also be adapted to diagnose lesions of 
other areas, including tongue, throat, vulva and skin, 



U.S. PAT, No. 2,471,1 


For Nuliiparous 
Type of Cervix 


For Parous Lacerated 
or Eroded Cervix 


*A-2260 AYRE’S “CELL BIOPSY” SCRAPERS (Wood), Spe¬ 
cially shaped at one end to contours oj cervix. For nuliip¬ 
arous cervix, tip oj specially shaped end inserted into 
cervical os. Applicator then rotated about tip to scrape 
entire squamo-columnar junction area. Spatula-shaped end 
used to scrape eroded or multiparous cervix, Use oj wood, 
rather than metal or plastic, prevents specimen loss since 
cell scrapings adhere to wooden surfaces. Packed 500 per box, 

per box (500) $7,50 

20 boxes (10,000) 7.13 per box 

50 boxes (25,000) G.75 per box 

100 boxes (50,000) 6,38 per box 

*A-2260/X AYRE’S “CELL BIOPSY" SCRAPERS, as above but 
packed 100 per box. per box (100) $2,50 

10 boxes (1000! 2.25 per box 

25 boxes (2500) 2,00 per box 


U.S. PAT, No. 2,471,0; 


*A-2267 Modified AYRE’S "CELL BIOPSY” SCRAPER 

(Plastic). To obtain scrapings from visible cervical lesions 
(where partial specimen loss from plastic surface is not 
significant to diagnosis), and from the cervical canal. One 
end specially shaped to contours of cervix. Pointed end 
used to scrape cervical canal. Packed 100 per box, 1000 

permse ' per box ( 100) $3.00 

per case (1000) 30.00 

REFERENCE r J. Ernest Ayre, “Selective Cytology Smears for 
Diagnosis of Cancer,” Am. Journal of Obstetrics & Gynecology, 53 1 
609-637> April, 1947 j also Modern Medicine, October 1, 1947, p, 49, 


The Papanicolaou-fraut 
Smear Method 




A-2263 with A-2264 Bulb 


* A-2263 VAGINAL PIPETTES, PYREX GLASS, without 

rubber bulb, For aspirating from the vaginal canal and 
the cervical os, Has specially tapered tip and stop at 
bulb end. 

each $ ,65 gross $ 65,00 
dozen 6,50 10 gross 58,50 gross 




A-2263/A VAGINAL PIPETTE, PLAIN, bent like A-2263 

but without taper tip or stop at bulb end, lhtlk packed 
1M per box. 

$ 33,00 per M 

5M 29.70 per M 25M $ 24,25 per M 

10M 25.40 per M SOM 22,00 per M 

A-2264 ASPIRATOR BULB far A-2263 and A-2263!A 
Vaginal Pipettes, Packed one dozen to a box, 

each $ ,50 gross $ 50.00 
dozen 5.00 10 gross 45,00 gross 

A-2264/A ASPIRATOR BULB, same as A-2264 but bulk 

packed, 

$224.00 per M 
5M 200,00 per M 

10M 190,00 per M 

REFERENCE i G, N. Papanicolaou, M.D. and II, F. Traut, M.D„ 
“Diagnosis of Cancer by the Vaginal Smear," 19-13 Common¬ 
wealth Fund, 


*A-2266 _ CARY METAL UTERINE CANNULA. For us- 
pirating from the endoccrvix and the endometrium, 
Malleability allows the cannula to be shaped for pas¬ 
sage through any cervical canal not blocked by stenosis 
or extreme flexion, Has liter-lock slip end and can be 
used either with A-2264 Aspirator Bulb or a liter-lock 
syringe . each $ 1.90 



♦A-2265 HANDLE FOR AYRE’S “CELL BIOPSY" SCRAPERS 
is a metal holder which allows for smoother and more pre¬ 
cise scraping of the squamo-columnar junction. The scrapers 
are broken in half and inserted in holder which is rotated 
with the thumb and forefinger . each $ 10,80 
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for Diagnosis of UTERINE CANCER 


Physician's Cytology Outfit 

All Materials necessary for Taking and Mailing Cytology 
specializing in Diagnosis. 


*A-2257 PHYSICIAN’S UTERINE CANCER CYTOLOGY 
OUTFIT. Includes 

4 dozen A-2260 Ayre's “Cell Biopsy ” Scrapers 
2 A-2263 Vaginal Pipettes 

1 A-2264 Aspirator Bulb 

% gross A-1460 Rite-On Micro Slides 

2 dozen A-1625C Two Slide Mailers with Envelopes 

each $ 8.00 

Cytology Kits for Mass Screening 

For distribution and use at test stations under mass screen¬ 
ing programs. Each kit contains all materials necessary 
for taking and mailing cytology specimens from six 
patients. 

♦A-2268 MASS SCREENING KIT FOR AYRE “CELL 
BIOPSY” METHOD, Includes 

12 A-2260 Ayre’s "Cell Biopsy" Scrapers 
8 A-1626E Safety Slide Mailing Envelopes 
6 A-1625 Two Slide Mailers 
24 A-1460 Rite-On Micro Slides in box 
1 Two ounce, wide mouth jar with screw cap 


per kit $3.00 
100 kits 2.28 per kit 


1000 kits $2.05 per kit 
5000 kits 1.82 per kit 


*A-2269 COMBINATION MASS SCREENING KIT for both 
Ayre “Cell Biopsy ” and Papanicolaou-Trunt Smear Methods. 
Same as A-2268 above, plus — 

1 A-2264 Aspirator Bulb 

2 A-2263!A Vaginal Pipettes 

per kit $ 3.50 1000 kits $2.41 per kit 

100 kits 2.68 per kit 5000 kits 2,14 per kit 

Inquiries invited for quantities of special kits made up to your specifications 


“Precancer Diagnosis of the Cervix by Cytology” 

BY DR. J. ERNEST AYRE 

Describes the Ayre “Selective Cytology" technic; shows method 
of taking smears and staining; photomicrographs of smears, 
scrapings and biopsies. 

Kodaehrome Sound Film, 16 mm. Running time 20 minutes. 

This valuable educational film is available ns n service lo the medical 
profession nt n rental fBD Of $10.00 for one week, F.O.B. destination, 
prepay return charges. Sale price is $175,00 per print. 

Further details on request 


Photomicrographs ■ 
SEE MEDICHR0MES 1 


■ Clinical Photographs 
LISTED ON PAGE 195 


Series MG3 “ Vaginal and Cervical Cytology Smears 
for Uterine Cancer Diagnosis” 

Series MCY “Gastric, Tracheo-bronchial and 
Prostatic Cytology Smears” 

Made with the cooperation of Dr. J. Ernest Ayre, Director, 
Dade County Cancer Institute, Miami, Fla. 



















AYRE “CONE-KNIFE" with replaceable Blade 

For fling Biopsy of the Cervix - i 




1 Provides a procedure for conization which preserves 
excised tissue for pathological diagnosis. 

The Ayre “Cone-Knife” is used for the excision of the en¬ 
tire squamo-columnar junction of the cervix, giving a “ring” 
biopsy for multiple or serial sectioning. 

The “Cone-Knife” consists of a handle which securely holds 
a special angled replaceable blade. The position of the han¬ 
dle and the angle of the blade are specifically designed to 
facilitate performance of the “ring" biopsy. 


r ‘ ’ ./'-MM'-'#!) 

Special replaceable blades insure that a sharp knife is 
always available for use. 

*E-420 AYRE “CONE-KNIFE” with one replaceable blade. 

each $18.00 

♦E-420/B REPLACEABLE ANGLE BLADES /or Ayre "Cone- 
Knife,” packed iwo in a box . .per box $6.00 

REFERENCE! ], Ernest Ayre, M.D., '‘Dtuggnanin of I’redtnical Concur 
of the Cervix," J.A.M.A., September 4, 1948) Vol, 1311, No. I, p. 11. 


AYRE ROTATING BRUSHES 

For early Cytological Diagnosis of Stomach and Colon Cancer 


I m B-2230 Ayre 

> ;(i Rotating Stomach 

I ([I Brush, complete, 

| j| with Brush Tip 

retracted 

\ 4 

l! 'Ss.v 






B-2231 Detachable 
Wing Type 
| Brush Tip 

■ ('A actual size) 


|| B-2235 Ayre 

notating Colon 

! ,jr Brush, complete, 

I with Brush Tip 

u extended 

! \ 


® An efficient and practical method for early diagnosis of stomach 
and colon cancer which X-ray might not yet detect, 

©Flagged end hog bristles furnish rich concentration of well- 
preserved cell specimens. 

f Smears can be prepared immediately - before cellular material 
is digested. 


♦Safe to use-minimum patient trauma or discomfort. 

^Fast-minimum of patient preparation-easy to insert-specimen 
can be collected in a few minutes. 

^Detachable brush may be either replaced with a new brush, or 
washed and re-used. 

The Ayre Brushes collect cell specimens for early diagnosis 
of stomach and colon cancer by brushing the surface of the 
suspected area. Immediately after the cell samples are ob¬ 
tained, they are transferred to u glass slide and stained by 
the Papanicolaou method—before cell digestion can occur. 

The Stomach and Colon Brushes arc identical with 
the exception of the metal insertion tips—olive-shaped on 
the Stomach Brush and hall-shaped on the Colon Brush, The 
complete 38" unit consists of a polyethylene tube witli a 
metal insertion tip on one end and a metal tube handle on 
the other, both chrome-plated. A stainless steel cable passes 
through the instrument, A detachable wing type brush tip is 


secured to the insertion end of the cable and a rotating han¬ 
dle to the operating end. The “wings” of the brush tip are 
held apart by a spring. By either pushing in or pulling out 
the rotating handle, the brush lip can he drawn into or eased 
out of the metal insertion tip. 

When the brush lip is extended, turning the handle 
clockwise rotates the brush in the stomach or colon to pick 
up cell specimens, The imported hoar brush bristles have 
flagged ends to which cellular material readily adheres. 

The detachable brush tips should preferably he used 
only once and replaced. They ran, however, he washed and 
re-used. 

* B-2230 AYRE ROTATING STOMACH BRUSH complete, 

with two extra detachable wing type Brush Tips fB-2231 J, 
packed in plastic bag with zipper closure . each $ 51,00 

* B-2235 AYRE ROTATING COLON BRUSH complete, with 

two extra detachable wing type Brush Tips (B-2231 J, packed 
in plastic bag with zipper closure . each $ 51.00 

* B-2231 DETACHABLE WING TYPE BRUSH TIPS, packed 

each in a cellophane hag, One dozen bags to a box. 

each $1.50 per Dozen $15.00 

REFERENCE! “A Rotnllns Gastric Itrusli for Rapid Cancer Detection,” 
1, Ernest Ayre, M.D ,, Clbn Clinical Symposia, Sopl.-Od. 1956. 

“Colon Brash, New Diagnostic Procedure for Cnncer of tho Lower 
Bowel,” J, Ernest Ayre, M.D,, Benjamin Oran, M.D., Amcr, Jrl. Diges¬ 
tive Diseases, Feb. 19S7. 
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NOLAN-BUDD CERVICAL BIOPSY CURET For Diagnosis of Uterine Cancer 


s cervical 
! mucosa v > 



If 7 I 

s 

Is peculuni; 


applicator 




• Provides a simple office procedure for the 
Doctor-can be performed without anesthesia 

T 

Ibis instrument is a spiral curet which is in¬ 
serted into the cervical canal and rotated to 
scrape the surface and obtain a specimen for 
subsequent paraffin embedding, seetioning, 
staining and microscopic diagnosis. 

The Nolan-Budd Curet consists of a stain¬ 
less steel spiral scraping head, ail adjustable 
stainless steel shank, and an anodized alumi¬ 
num handle. The head is a wedge-shaped spi- 


® Routine pathology technics used to prepare 
specimen for microscopic study 

raled cup that can lie introduced into large or 
small cervices, and has a blunt olive tip to 
facilitate introduction into the cervical os. The 
scraping edge extends along the entire border 
of the head so that all portions of the surface 
in contact with the instrument are sampled. 
The scraping section of the head is cup-shaped 
to retain the specimen. The long adjustable 
shank provides unobstructed vision and the 
knurled handle facilitates turning. 


*E-425/SS NOLAN-BUDD CERVICAL BIOPSY CURET, 

stainless steel shank and curet, anodized aluminum handle . BBCll $ 20.00 


REFERENCE: “An Instrument Deulf-ncd for Riopsy of the Uterine Cervix,” James F, Nolan, M.D., and 
John IF. Build, M.D., For An^cloa Tumor Institute, Canrer, Vol. 4, No, 6, pupes 1367-1371, November 1951. 




HUDGINS CANNULA 

For Hysterosalpingography 


FOR 'DIAGNOSIS! ' 

• Provides a fast, simple procedure far hysterosalpingography 
which can be performed in the physician's office... single plate 
technic completed in 1 to 2 hours. 

• Minimizes pain and trauma-no tenacuia required. 

• More accurate diagnosis... clearer films with fewer instru¬ 
ment shadows... better orientation from early spill of media 
with instrument in place...minimizes and overcomes spasms 
and mucous plugs. 

® Safe-keeps operator out of x-ray field. 


• Provides a simple technic for effective therapy, utilizing uterine- 
tubular pressure... readily overcomes spasms and mucous 
plugs. 

• Suitable for repeated treatments. 

• Minimizes pain and trauma... cannula can be retained 24 
hours or longer. 

The Hudgins Cannula is a screw-type indwelling instrument 
with hall valve to retain the contrast media. The conical 
cannula head (available in two sizes) has a Iuer-slip opening 
which accommodates a metal introducing stem. After inser¬ 
tion of the cannula head, the introducing stem is replaced 
by a hollow syringe stem. Contrast media is introduced by 
use of a syringe and the syringe stem is then removed. Ap¬ 
proximately 30 minutes is required for the muscular con¬ 
tractions of the uterus to force the contrast media into the 
tubes, after which the x-ray is taken. 


*E-940 HUDGINS CANNULA OUTFIT (stainless steel) com¬ 
plete with regular conical cannula he.ad (E-H0/H) for the 
MULTIPARA, syringe stem (E-942J, introducing stem 
(E-DU), and an extra valve ball and spring . BBCh $ 22.50 

*E-941 AS ABOVE BUT with small conical cannula head 
(Em/H) for the nullipara .each $22.50 



*E-940/H CONICAL CANNULA HEAD, REGULAR, FOR 
THE MULTIPARA (stainless steel) .each $ 18.00 


Exploded view 
to show assembly 
of ball valve 
(Vi size) 





*E-941/H CONICAL CANNULA HEAD, SMALL, FOR 
THE NULLIPARA (stainless steel) ... each $18.00 


*E-942 SYRINGE STEM (chrome plated brass) . each $ 1.80 


*E-944 INTRODUCING STEM (chrome plated brass). 

.„..each $2.50 

*E-946 VALVE SET, one each tapered screw tip, valve ball and 
spring ....each $1.00 
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Kahnt UTERINE TRIGGER CANNULAS 


For X-Ray Diagnosis and Tuba! Insufflation 


U, S, Pat. No. 2,482,622 


© Provide a safe, simple, rapid technic for achieving a tight, 
self-retaining cervical seal... smooth "trigger-squeeze" simul¬ 
taneously pushes cannula into cervix while tenaculum pulls cer¬ 
vical lip over the obturator.'.. 2-notched tenaculum holder 
assures parallel alignment of cannula and tenaculum shafts 

® Minimize pain and trauma ... flexible extension tips and 
choice of obturator sizes eliminate need for painful sounding or 
dilatation 


§ Accommodate short or long tenacula ... space between 
thumb ring and trigger easily adjusted with one hand 

• Adaptable to any X-ray technic ... permits use of fractional 
injection X-ray procedure using Luer shut-off valve on end of 
cannula 

® Fit all types of tubal insufflators 


tAs devised by Edward Kalin, M.D., Department of Obstetrics & Gynecology, Sydenham Hospital, New York City 




E-1011 Giant Acorn 



Office Model Kahi Trigger Camilla 


E-1060 "One-piece” Cannula,Complete 
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A simplified cannula with “one-piece” shaft. Seale cervix using 
Hyams Flexible Extension Tip and choice of standard or giant size 
rubber acorns. Shaft and other moving parts are stainless steel. 


50 OFFICE MODEL KAHN TRIGGER CANNULA 
includes: 

• "One-piece" cannula shaft with adjustable trigger and 
thumb ring, mid acorn stop collar 

• D-707 small, and E-1011 giant rubber acorn 

* E-1012/A Hyams Flexible Extension Tip with connector 

* PE-260 Intramedic Polyethylene Tubing, 12" jar making 

replacement tips oj any length .Each $ 25.00 


Balloon Model Kahn Trigger Cannula For Sealing The Problem Cervix 


E-1014 Balloon Tip 

k two-piece cannula model is used to obtain an effective seal of 

the giant, lacerated type of cervix, the unusually small cervix or 

the cervix containing polyps, tumors or other anomalies, A custom- 

fitted cervical seal is effected by inserting the balloon tip into the 

cervix, inflating the balloon with up to 15 ce of water through the 

valve controlled side-arm, and pressing the balloon into the internal k 

os, using the trigger-squeeze method. This model will also accom- » 

modato the Hyams (E-1012) Tip in place of the Balloon Tip sup- iL 

plied with the unit. J 

*E-1030 BALLOON MODEL KAHN TRIGGER CANNULA Si 

includes: fgffr 

* E-1001 Kahn Trigger Cannula Handle 

• E-1014 Kahn Inflatable Balloon Tip . Each $55.50 





Kalin Cannula Outfits 


*E-1000 BASIC KAHN CANNULA OUTFIT includes: 

* E-1001 Kahn Trigger Cannula Handle 

* E-1014 Kahn Inflatable Balloon Tip 

* E-1012 Hymns Cannula Tip ...Each $ 67.00 


§ Contain all accessories required for x-ray and tubal Insuf¬ 
flation technics 

§ Provide added flexibility in choice of tips.., supplied with 
E-1001 Kahn Trigger Cannula Handle to which Hyams or 
Balloon Tips can be attached 

*E-1025 COMPLETE KAHN CANNULA OUTFIT. Con¬ 
sists of the basic outfit (E-1000J described above with 
the addition of the following: 

* E-1005 Kahn Traction Tenaculum 

* E-l 040 Kahn Cannula Stand ...Each $93.00 


and ACCESSORIES 
Tips, Obturator and Handle 



shown with D-707 Standard Rubber Acorn and E-1012/A Extension Tip. 

E 1012 HYAMS CANNULA TIP. Supplied complete with 
Hymns Flexible Extension Tip (E-1012/A), 12 inches oj 
PE-260 Intramedic Polyethylene Tubing for malting extra 
lips, one each Standard (D-707) and Giant size (E-1011) 
lumber Acorn, and Acorn Stop Collar. 

.Each $11.50 

*E-1012/A HYAMS FLEXIBLE EXTENSION TIP (Polyethyl¬ 
ene) with connector .Each $ 1,00 

D-707 STANDARD ACORN. Red rubber . 

.Each $.30 Dozen $3.00 

*E-1Q11 KAHN GIAN! ACORN, Black rubber. An alternate 
hr standard she acorn (Jh707j on Hyams tip .Each $ .90 

*E-1Q14 KAHN INFLATABLE BALLOON TIP, Stainless steel. 
Supplied with Hymns Flexible Extension Tip (E-1012/A), 
b inches of latex tubing and surgical silk for making extra 
balloons, and 12 inches PE-200 Intramedic Polyethylene 
Tubing for making extra extension tips. 

..Each $28.50 

(Illustrated with E -1030 Balloon Model Cannula) 

* E-1001 KAHN TRIGGER CANNULA HANDLE. Stainless 
steel cannula shaft with chrome plated puns, with Liter-lock 
end for attachment of E-1012 Hyams, or E-1014 Balloon Tips, 
Supplied 1 vith stainless steel stilet for cleaning cannula and 

“7«..Each $27.00 

(Illustrated with E-1030 Balloon Model Cannula) 


Cannula Stand 


Kahn Traction Tenaculum 

! 

| “ Offset teeth grasp cervical lip deeply... do net encroach on 
| external os or cervical ring... form rounded bar within cervical 
j: tissue for improved traction with minimum trauma 

j • Curved shaft permits traction parallel to cannula for better cer- 
| vical seal,.. provides greater visibility and free access to cer¬ 
vix for procedures such as dilatation and curettage, biopsy of 
1 cervix, cauterization and conization 




* E-1005 

KAHN TRACTTON TENACULUM. 
Stainless steal, 9 inches long, 

.Each $16.00 


Graves Speculum 


E-45 GRAVES VAGINAL SPECULUM, 
stainless steel. 

Small .Each $ 7.00 Dozen $ 84.00 

Medium .Each 7.00 'Dozen 84.00 

Large.Each 10.00 Dozen 108.00 




Foerster Sponge Forceps 




N 
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a Improves uterography technic...maintains automatic traction 
to straighten uterus when overflexed 

1 Keeps operator out of x-ray field 

? Easily attached to all types of tables by light pressure on suc¬ 
tion cup 

Connects with clamp to any part of cannula shaft... height of 
stand adjustable 


•*E-1Q40 KAHN CANNULA STAND .Each 


REFERENCESi Kuhn, E,, American Journal of Obstetrics & Gynecol¬ 
ogy 50:010 October 1919. Kuhn, E„ American Journal of Obstetrics 
& Gynecology 60:692 September 1950. Sweeney, Dr, William J., Ill, 
Hyulerosnlplngogruphy—. II Postoperative Hystograms, Obstetries & 
Gynecology, Vol. 12 July 1950. 


1B-799X FOERSTER SPONGE FORCEPS, 
SMOOTH JAWS, 994* box lock, 
A straight, stainless steel. 

(( I Each $ 8.00 

Dozen 81.00 

B-801 FOERSTER SPONGE FORCEPS, SERRATED JAWS, box 
lock, straight, stainless steel. 

M" Each $ 9.00 Dozen $ 90.00 
1" Each 8.00 Dozen 81.00 


Bozeman Uterine Dressing Forceps 




E-156 BOZEMAN FORCEPS, 10", box 

lock, stainless steel. 

Each $ 9,00 
Dozen 90.00 


QUANTITY DISCOUNTS: 

I On E-45, B-799X, B-801 and E-156,3 dozen 10%, 6 dozen 20% 
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SKULLS • BONE PREPARATIONS 


The catalog numbers of natural bona material are preceded 
by an "S" and those of plastic specimens by an "M". 


NATURAL BONE PREPARATIONS 

Clay-Adams osteological preparations rep¬ 
resent the finest quality and workmanship. 
They are produced from raw material se¬ 
lected for its strong and well developed os¬ 
seous structures. They are degreased and 
bleached in our own laboratory under care¬ 
fully controlled conditions to avoid decalcifi¬ 
cation and brittleness. The mounting and 
preparation are painstakingly done under 
the supervision of an expert osteologist. Mo¬ 
nel and stainless steel wire and specially de¬ 
signed plated metal parts are used to avoid 
wear and deterioration. 

Clay-Adams skeletal specimens are known 
the world over for their superiority. They 
outlast average material by many years, 
making them particularly economical to own. 

PLASTIC BONE REPRODUCTIONS 

MI6M '*( WKXMMMMlMliNW t] 

These reproductions are made of a spe¬ 
cial plastic which does not deteriorate with 
age, is unbreakable in normal use and un¬ 
affected by climatic temperature changes. 
These specimens are not to be confused 
with earlier types of phenolic castings which 
were subject to rapid deterioration, crazing, 
discoloration and brittleness. 

Each bone is cast individually in natural 
bone color. The mold impressions were 
taken from a normal human skeleton. The 
minute anatomical detail is reproduced so 
realistically that only the most experienced 
observer can distinguish these reproductions 
from natural bone. The addition of a chem¬ 
ical filler to the plastic renders these speci¬ 
mens x-ray opaque. All skulls are complete 
and the teeth are a natural white color. Ar¬ 
teries, veins, nerves, etc, can be outlined 
with crayon, and washed off with a mild soap 
solution, Lost parts are replaceable, always 
matching perfectly in shape, size and color. 
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ARTICULATED HUMAN BONE SKELETON 

Hang-up mounting, finest quality 

All bones from one individual, carefully de¬ 
greased and bleached to avoid decalcification. 
Expertly mounted by experienced osteologists 
to assure accuracy. Specially designed, plated 
metal parts are used to prevent wear and to 
reconstruct natural movements of major joints. 
Monel and stainless steel wire is used throughout 
to avoid deterioration from rust and corrosion. 
Small metal washers are placed under all wire 
closures to prevent wear at these points. 

The intervertebral discs are individually graded 
and shaped to correspond with the natural artic¬ 
ulation, faithfully reconstructing the actual 
posture of each specimen. The arms can be re¬ 
moved at the shoulders. One hand is detachable. 
The legs can be disarticulated at the hips, knees 
and ankles. The skull can be detached and a cal¬ 
varium cut permits examination of the cranial 
vault; the lower jaw is hinged. 

Each skeleton is provided with a figure 2-shapcd 
hook for suspension from stand No. 3054/H or 
in cabinet No. 3051. 

*S-6005A. .each $250.00 


ARTICULATED HUMAN BONE SKELETON 

Hang-up mounting, second selection 

Same skeleton as S-6005A but does not meet our 
rigid first quality specifications in every respect. 
May have some imperfections which do not im¬ 
pair teaching value. 

♦S-6005B. each $235.00 


PLASTIC ARTICULATED SKELETON 

Hang-up Mounting 

Each bone is cast individually in natural color 
with all the fine detail of surface anatomy well 
reproduced. Each skeleton is carefully mounted 
with non-corrosive metal parts and wires. The 
intervertebral discs and costal cartilage are made 
of a semi-flexible translucent plastic to simulate 
natural appearance. Wherever possible, there is 
natural movement in the joints. The arms are 
removable at the shoulders and the legs can be 
disarticulated at the hips, knees and ankles. The 
skull is detachable, the lower jaw hinged, the 
calvarium cut and mounted. The sutures as well 
as all of the fine anatomical detail at the base, 
the orbits, the cranial vault, the nasal septum and 
turbinated bones are realistically reproduced. 

The skull has a full set of teeth in natural white 
color. Markings with crayon or ink to indicate 
fractures, nerves, arteries, etc., can be traced on 
the bone and washed off with soap and water. It 
is almost impossible to distinguish this model 
from natural bone. Can be used with Stand No. 
3054/H or Cabinet No. 3051. 

"M-6005. each $225.00 
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ARTICULATED HUMAN BONE SKELETON 

Clutch Type Mounting, Complete with Stand 

This is the same superior quality skeleton as 
S-6005.4 but mounted on tripod skeleton stand 
which permits removal of the skull without de¬ 
taching skeleton from stand. 

This Clutch-Type Skeleton Stand is made of 
aluminum tubing approximately 1-1/16," in di¬ 
ameter. Sturdily constructed with rubber tipped 
legs to prevent sliding and scratching of floors. 
Fittings holding skeleton on stand are attached 
directly to the metal rod passing through the 
spinal canal, thus eliminating strain against bony 
structures, 

■ S-G006A .eath 1275.00 


STEEL SKELETON CABINET, GREY 

These Cabinets are supplied with lock and key. 
The lock securely fastens the door at top, bot¬ 
tom and middle points. Cabinets are equipped 
with slideout telescopic hangers so that the skele¬ 
tons may be moved forward for demonstration 
and study. Inside dimensions are 18"xl8"x72". 
Overall height is 78" Cabinets are shipped un¬ 
assembled and crated. 

"3051. each $46.00 
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HANG-UP TYPE SKELETON STAND 

The improved tripod skeleton stand is made of 
aluminum tubing 1-1/16" in diameter. It is 
sturdily constructed, and its rubber tipped legs 
prevent sliding and scratching of floors. On this 
stand the rod which passes through the center of 
the aluminum tubing can be adjusted for height 
to accommodate different size skeletons. 

"3054/H. . each S 25.00 































PLASTIC MUSCLE SKELETON 

Hang-up Mounting 

Same as M-6025 but with the origins 
and insertions of muscles painted on 
both sides. 

‘M-6025X. each $340.00 


HUMAN BONE FETAL SKELETON 

On black metal Tripod Stand 

Well cleaned and bleached prep¬ 
aration with ligamentous rigid 
articulations. The cartilage is well 
preserved. 

*5-8035.nth jso.oi 


HUMAN BONE MUSCLE SKELETON Hang-up Mounting 

This is a first quality articulated skeleton similar to 
S-6005/A, specially selected for its well defined areas 
of muscle attachments. The origins and insertions of 
the muscles are accurately painted and lettered on the 
right side by trained medical artists; the origins in red, 
the insertions in blue. Terminology used in the latest 
standard textbooks of anatomy is indelibly lettered on 
the painted areas and the bones. All markings are pro¬ 
tected by several coats of a waterproof finish. Solid 
painted areas rather than outlines are used to give 
better visibility in the classroom. An excellent prepara¬ 
tion for the combined study of muscular and skeletal 
structures. Can be used with Stand No. 3054/H or 
Cabinet No. 3051. 

*$■6025. each $420.00 

HUMAN BONE MUSCLE SKELETON 

Clutch Type Mounting, Complete with Stand 

This is the same excellent preparation as S-6025 but 
mounted on tripod clutch stand, described on preced¬ 
ing page, under S-6006A. This mounting permits re¬ 
moval of the skull without detaching skeleton from 
stand. 

*$■6026. . each $ 445.00 

HUMAN BONE MUSCLE SKELETON Hang-up Mounting 

Muscle origins painted in red, insertions in blue. Same 
superior preparation as S-6025, but with muscle areas 
numbered instead of labeled. A comprehensive key is 
included, listing muscle attachments in numerical and 
alphabetical order, also giving location of origins and 
insertions. Excellent for quizzes. Can he used in skele¬ 
ton cabinet No. 3051 or with stand No. 3054/H. 

*$■6030. . each $325.00 

HUMAN BONE MUSCLE SKELETON 

Clutch Type Mounting, Complete with Stand 

This is the same as S-6030 above, but mounted on tri¬ 
pod clutch stand, described on preceding page, under 
S-6006A. This mounting permits removal of the skull 
without detaching skeleton from stand. 

*$■6031. . each $ 350.00 


PLASTIC MUSCLE SKELETON 

Hang-ug Mounting 

Same excellent quality as M-6005. 
The origins and insertions of the 
muscles are painted in solid areas on 
the right side; origins in red, inser¬ 
tions in blue. Each area is carefully 
lettered for identification. 

* M-6025. . each $ 295.00 




AJIisarticulated Skeletons are recommended for 
use in the classroom in conjunction with Articu¬ 
lated Skeletons. They permit a more complete 
study of individual bones while protecting the. 
articulated skeleton from unnecessary handling. 


lit is also recommended that a Disarticulated 
Skeleton be placed under each dissecting table 
for ready reference , The divided disarticulated 
skeletons S-6054X are especially suitable for 
loan to students, 




HUMAN BONE DISARTICULATED SKELETON 

In Wooden Compartment Case 

Finest quality, all bones from one individual. 
Bones of one hand, one foot and vertebral col¬ 
umn are strung on nylon, allowing their sep¬ 
aration for study of articular surfaces. The 
calvarium is cut and secured by pins and hooks, 
the lower jaw is hinged. 

In well-finished wooden compartment carrying 
case with removable tray, carrying handle, and 
two snap locks. 

*$-6040/5. each $170.00 
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HUMAN BONE DISARTICULATED SKELETON 

In Black Cardboard Storage Box 

Same as S-6040/5 but in black cardboard storage 
box (not illustrated). 


*$■6040/2. 


..each $137.50 


PLASTIC DISARTICULATED SKELETON 

Same as S-6040/2 but all bones made of plastic 
and in corrugated carton. 


each $147.00 


HUMAN BONE DISARTICULATED SKELETON 

In Cardboard Compartment Box 

Same as S-6040/5 but in strong black cardboard 
compartment box with removable tray. 

*$-6040/3. . each $150.00 


lay-Adams disarticulated human bone skele - 
tons consist of the same specially selected first 
quality hone material as the mounted skeletons. 
The hones of each unit are from one individual. 
They are degreased, bleached and carefully pre¬ 
pared to avoid decalcification and brittleness. 


Completely Disarticulated HUMAN BONE SKELETON 

Finest quality, all bones from one individual, 
skull with calvarium cut. None of the bones are 
mounted. Supplied in strong black cardboard 
storage box. 


..each $ 125.00 


Completely Disarticulated PLASTIC SKELETON 

Same as S-6041 above, but all bones made of 
plastic. In corrugated carton. 

k M-6041. . each $ 115.00 


























HUMAN BONE DISARTICULATED SKELETON 

Divided and Supplied in Two Compartment Cases 


One case contains one-half skull, one arm with hand, 
scapula and clavicle, one leg with foot and pelvic hone, 
a set of 12 ribs, cervical vertebrae #1 to 3, thoracic 
vertebrae #7 to 12, lumbar vertebrae #1 to 3, one- 
half sacrum and one coccyx. 

The second case contains one-half skull, one arm with 
shoulder girdle, one leg with pelvic girdle, a set of 12 
ribs, cervical vertebrae #4 to 7, thoracic vertebrae #1 
to 6, lumbar vertebrae #4 and 5, one-half sacrum and 
one sternum without costal cartilage. 

The bones of both hands and feet as well as the sec¬ 
tions of vertebrae ure strung on nylon permitting sep¬ 


aration for study. The skull is cut sagiltally, slightly 
lateral of the median plane to expose the turbinated 
bones with opening of maxillary sinus on one side, 
the septum on the other, also frontal and sphenoidal 
sinuses on both sides. These structures cannot be seen 
in all their anatomical detail in unscctioned skulls. 

When more than one set is ordered each two corre¬ 
sponding carrying cases are provided with the same 
number for quick identification of matching sets. 

Supplied in two wooden compartment cases with han¬ 
dles and snap locks. 


'S-6054X .complete $200.00 


DISARTICULATED PLASTIC HALF SKELETON 

Consists of complete skull with calvarium cut and one upper extremity including scapula and clavicle; 
lower jaw hinged; complete spinal column with sacrum bones of one lower extremity including pelvic bone, 

and coccyx strung on nylon; set of 12 ribs; bones of The hand and foot are strung on nylon. 

*M-6055(not illustrated) .complete $115.00 

* M-6055/5 Same as above, but in wooden compartment case with handle and snap locks.... complete $ 135.00 


CLAY-ADAMB • mV ® 141 EAST 25*H STREET © NEW YORK \0 

** 


each set $ 40.00 


..each set $15.00 


Same as above but including skull, fair quality, poor dentition 


A representative set of the major bones of the 
skeleton which generally includes: scapula, clav¬ 
icle, humerus, radius, ulna, femur, tibia, fibula, 
12 hand bones (carpal, metacarpal, and pha¬ 
langes, assorted), 12 foot bones (tarsal, meta¬ 
tarsal and phalanges assorted), 3 vertebrae 
(cervical, thoracic, lumbar), 6 ribs (3 left, 3 


right). The contents may vary slightly as some 
bones may be in short supply occasionally. These 
sets are made up from accumulations of skele¬ 
tons which do not meet our first quality specifi¬ 
cations but they arc excellent for student use, 
laboratory work and quizzes. 


HUMAN BONE SETS FOR STUDENT USE 


ADULT PLASTIC SKULL 

Natural color, full dentition, lower jaw hinged, cal¬ 
varium cut and mounted with pins and hooks. An un¬ 
usually fine reproduction of a normal human skull, 

All anatomical detail such as sutures, foramen, turbi¬ 
nated bones, septum, dinoid processes, dorsum sellae, 
pterygoid hamuli, slyloids, meningeal and venous si¬ 
nuses, etc., are faithfully reproduced, The 32 teeth are 
a natural white color, The plastic lends itself to drill¬ 
ing, permitting reproduction of pathologies and prac¬ 
tice in making fillings and inlays. This is not possible 
on natural teeth which are too brittle. Crayon mark¬ 
ings can he removed with soap and water. Modeling 
clay can also he applied without permanently staining 
plastic, 

*M-6120. each $40.00 

ADULT PLASTIC SKULL 

Identical with M-6120 —but has in addition a cut 
through the maxillae just above the floor of the an- 
trnniN of Highmore and nose, to permit removal of 
upper jaw and examination of maxillary sinuses and 
bones of nose. 


..each $50.00 


ADULT HUMAN BONE SKULL, Extra Quality 

With full set of teeth. Lower jaw hinged, cal¬ 
varium cut and mounted. 

*$•6120/A.'. each $60.00 

ADULT HUMAN BONE SKULL, First Quality 

28 to 32 teeth with hinged jaw and calvarium cut. 

'SSI20 B. each f 55.00 

ADULT HUMAN BONE SKULL, Good Quality 

Average dentition. Jaw lunged, calvarium cut. 
May have minor imperfections. 

*$■6120/0. each $50.00 

ADULT HUMAN BONE SKULL, Student Quality 

Jaw hinged, calvarium cut. According to condi¬ 
tion, various qualities available, ranging in price 

from 

•S-6120/0. S 30.0011145.00 



CHILD'S PLASTIC SKULL 

About 8 years of age. Calvarium 
is cut and articulated, lower jaw 
is hinged. Maxilla and mandible, 
open on right side, show un- 
erupled permanent teeth and 
roots of deciduous teeth. 

*M-6135. . each $ 45.00 


CHILD’S HUMAN BONE SKULL 

Lower jaw hinged. Various ages. 
Upper and lower jaw can be dis¬ 
sected on one side to expose un- 
erupled permanent teeth and 
roots of deciduous teeth. 

*$-6135 .each $60.00 


FETAL HUMAN BONE SKULL 

Various ages. Dried cartilaginous 
preparation with well preserved 
fontanelles. 

*$■6140 .each $18.00 
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PLASTIC DENTAL SKULL 

This is an excellent plastic reproduction similar to 
M-6120 including all the fine anatomical detail but 
with a cut through the maxillae just above the floor of 
the antrums of Highmore and the nose, allowing re¬ 
moval of the upper jaw to expose the maxillary sinuses 
and structure of the nose. An opening in the frontal 
bone gives access to the frontal sinus and removal of 
the hypophyseal fossa exposes the sphenoidal sinus. 
The maxilla and mandible are dissected to show the 
roots of the teeth and their blood and nerve supply. 

The right inferior cuspid has a root abscess. The lower 
third molar is impacted while the upper shows protru¬ 
sion of the roots into the maxillary sinus. There is also 
an impaction of a supernumerary lateral incisor in the 
roof of the mouth. The upper left molars are missing 
to illustrate absorption of the alveolar cavities after 
extraction. The two upper left premolars are absent 
and partial absorption of root sockets can be observed. 
The crown on lower right first molar is broken off leav¬ 
ing healed over roots in jaw. A lingual and palatine 
torus are included. An excellent preparation to explain 
and demonstrate all dental procedures and problems 
for patient education. 

'M-6123 .each $75.00 


“BEAUCHENE” SKULL, HUMAN BONE 

The disarticulated bones of a human skull are mounted 
in juxtaposition upon a mechanical support. The cranial 
section can be separated from the facial bones by means 
of a mechanical device. The bones of the face can be 
moved forward and spread to permit individual examina¬ 
tion. One temporal bone can be lifted off. It is sectioned 
and hinged to expose the tympanic membrane with ossi¬ 
cles; the labyrinth has been opened. Horsehair is inserted 
into cochlear and vestibular aqueducts, the passages of 
the tympanic plexus and chorda tympani. On the other 
temporal bone a radical resection through the mastoid 
exposes the semicircular and facial nerve canals. On one 
side the upper and lower jaws have been prepared to show 
the nerve supply in the superior, the blood supply in the 
inferior maxilla and the frontal sinus is resected. Mounted 
on a metal upright attached to a round cast aluminum 
base with gray hammertone finish. 

“S-6115. . each $175.00 
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PLASTIC DENTAL SKULL 

Same as M-6123 but in addition it is supplied with 
seven cervical vertebrae mounted-on stand. The major 
blood vessels such as external and internal carotid, 
vertebral, temporal, meningeal, basilar arteries and 
many of their further branchings are included on one 
side. On the other side the cranial nerves and their 
branches are shown in contrasting colors for easy 
identification. The muscle attachments are also painted 
in and lettered on one side, the origins in red, the 
instructions in blue. 

"M-6125. . each $ 149.00 


“BEAUCHENE" SKULL, HUMAN BONE 

Same as S-61I5 but without dissection of temporal bones, 
frontal sinus, upper and lower jaw. 


CELLULOSE COVER for “Beaucliene” Skull 
‘S-6115/C. each 


.each $155.00 


.each $13.50 


Phase write us regarding availability and time required 
for delivery of specially prepared human skulls, 


SKULL STAND 

A plated, revolving metal holder 
mounted on a round cast iron 
base with gray crackle finish and 
small rubber feet to prevent 
scratching of table or desk. 

*3057.each $11.00 





SKULL COVER 

Size 10" diameter by 12" high 
with a hand-hold grip for lifting. 
Made of clear, heavy gauge plas¬ 
tic. 

9695. each $7.20 
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HUMAN BONE DISSECTIBLE DEMONSTRATION SKULL 

The skull is dissected into 7 sections (excluding One temporal hone is entirely removable and 
mandible) and mounted as illustrated above. A dissected to show tympanic membrane, ossicles, 
horizontal calvarium cut exposes the cranial cav- tensor tympani, and stapedius muscles; the semi- 
ity in which the course of the meningeal vessels, circular canals and the cochlea are chiseled out 

the venous sinuses and the internal carotid artery to show inner detail. Horsehair is drawn through 

are indicated. Arteries are painted in red, veins the cochlear and vestibular aqueducts, the pas- 
in blue. The ioraminn and grooves giving pas- sages of the tympanic plexus and chorda tym- 

sage to cranial nerves are marked in yellow. pani for easy identification. On the other tem- 

A poral bone the mastoid is prepared to show a 
sagittal cut slightly lateral of the median plane radical operative resection, exposing semicircu- 

exposes the structures of the nasal cavity includ- lar and Fallopian canals from without, 

ing frontal and sphenoidal sinuses. The frontal 

sinus is further dissected on one side by a cut in The maxilla and mandible have been opened on 

a vertical plane, on the other side it is resected in one gide t0 show the roots of the teeth with their 

its outline. The ethmoidal cells, also the frontal nerve supply jn lhe upper und the blood sup j y 

sinus are exposed on one side and are visible j n t ], e i owei . j aw 

from the orbit. A hinged section gives access to 

the maxillary sinus. * S 61 00 .each $ 125.00 




















HUMAN BONE LOWER JAW 

Showing complete dentition (14-16 teeth) if 
available. 

*$-6150 .each $7.50 


HUMAN BONE LOWER JAW, Edentulous. 

*$■6150/E.each $7.50 


PLASTIC LOWER JAW With full set of 16 teeth. 

*M-6150.each $6.00 


PLASTIC LOWER JAW 

Right side of body dissected to show roots of 
teeth with blood and nerve supply. The 3rd 
molar is impacted, the crown of 1st molar is 
broken off leaving healed over roots embedded 
in jaw. Cuspid illustrates root abscess. A lingual 
torus is shown. 

* M-6151.each $10.00 









« 





HUMAN BONE DISARTICULATED SKULL 

All bones of the young skidl have been separated 
and are undamaged. The ossicles are included. 
Supplied in sturdy cardboard compartment box 
with tray. 


each $100.00 





TEMPORAL BONE ON STAND 


With chiseled out mastoid expos¬ 
ing semicircular and facial nerve 
canals. Arteries, veins and nerves 
are painted in. 

*$■6170. . each $ 13.50 

PLAIN TEMPORAL BONE 

Not dissected, without stand 

Excellent for students to dissect 
minute anatomical structures of 
the ear. 

'S-6160. nth SM3 


TEMPORAL BONE ON STAND 

Bisected and hinged with chiseled 
inner ear structure, tympanic 
membrane and ossicles similar to 
S-6165 but including eustachian 
tube, pharyngeal opening and 
levator veli palatini muscle, in 


TEMPORAL BONE ON STAND 


Bisected and hinged showing 
tympanic membrane with ossi¬ 
cles, tensor tympani and stape¬ 
dius muscles. The semicircular 
canals and cochlea are opened. 
Horsehair is drawn through the 
passages of the vestibular and 
cochlear aqueducts, the tympanic 
plexus and chorda tympani. Ar¬ 
teries arc painted red, veins blue, 
nerves yellow and semicircular 
canals green. 


‘S-6167. . each $32.00 * S-6165. . each $16.50 
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PLASTIC VERTEBRAL COLUMN 


VERTEBRAL COLUMN 


Made of a rigid plastic. Complete with sa¬ 
crum, coccyx and pelvic bones, articulated 
with wire. A metal rod is inserted into the 
neural canal to maintain normal curva¬ 
ture. The intervertebral discs are made of 
a senii-tlexible plastic to recreate their 
normal appearance and.resilience. Sup¬ 
plied with a suspension hook. (Illustrated 
at left.) 


Human Bone ATLAS AND AXIS 


1st and 2ndeervical vertebrae matchedset. 


*5-6060/61.set $4.00 


M-6265. . each $55.00 


PLASTIC FLEXIBLE VERTEBRAL COLUMN 


Similar to M-6265 but mounted flexibly 
for demonstration of natural movement of 
vertebrae, dislocations, abnormal condi¬ 
tions and sacroiliac joint. The interverte¬ 
bral discs are made of felt. A steel spring 
passes through the bodies of the vertebrae. 
Supplied with suspension hook, 


* M-6270. . each $75.00 


PLASTIC MODEL OF VERTEBRAL COLUMN 


Semi-flexible vinyl plastic. Complete with 
sacrum, coccyx, pelvic bones and interver¬ 
tebral discs. All bones cast individually and 
articulated on wire. A sculptured model. 
The mold impressions were not taken di¬ 
rectly from the bone as on all other plastic 
bone preparations. 


* P-6265. . each $65.00 


y 

- 

w, * 


Human Bone SET OF FIVE 
TYPICAL VERTEBRAE 


Consists of atlas, axis, cervical, thoracic 
and lumbar vertebrae. 


PLASTIC SERIES OF 7 

CERVICAL VERTEBRAE 


Articulated with semi-flexible vi¬ 
nyl plastic discs. The spinal cord 
within dura mater together with 
spinal nerves are included. The 
spinous process of the 4th cervi¬ 
cal vertebra has been amputated 
and the dura mater dissected on 
the left side to illustrate the 
emergence of spinal nerves from 
the cord. The left and right verte¬ 
bral arteries are shown. With oc¬ 
cipital bone. 


..each $ 40.00 


*M-6266 

Same as M-6267 hut without oc- 




IBiilHBaiHn 


cipital bone. each $ 35.00 



*> 


HERNIATED DISC MODEL 


!Anterior View 


w 


Section of spinal column consisting of 
lumbar vertebrae, sacrum and coccyx with 
vinyl plastic discs. The disc between the 
fourth and fifth lumbar vertebrae is herni¬ 
ated. The spinal cord, cauda equina and 
filum terininale are reproduced in green 
flexible vinyl plastic. 


"M-6268 


..each $40.00 


AY- 
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UPPER EXTREMITY 
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Natural size consisting of scapula, 
clavicle and upper half of humerus., 
Articulated to show movement of 
upper arm. 

M.R221. each $15,00 


Consists of lower half of humerus 
and upper parts of radius and ulna 
articulated to show natural move¬ 
ment. 


Scapula and Clavicle 

Articulated to reproduce the impor¬ 
tant movements of the joints. The 
hand and also the shoulder blade 
with clavicle are removable. 


Articulated with wire, 


Articulated with wire, bones individ¬ 
ually lettered. 


Strung loosely on n; 
study of articulations. 


iylon for Each bone cast individually, articu¬ 
lated with wire. 
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HUMAN BONE ADULT PELVIS 

Sacrum, coccyx and pelvic bones. Articulated, 

*$•6200. each $25.00 


PELVI 


MODEL OF TYPICAL SYNECOID FEMALE PELVIS 


Carved of wood. The sacrum and pelvic bones are one 
piece, the coccyx is attached with wire. Excellent for 
obstetrical and gynecological demonstrations. 


..each $22.50 


PLASTIC FEMALE PELVIS 

Consists of sacrum, coccyx and pelvic hones, articu¬ 
lated. Each bone is cast individually and mold impres¬ 
sions were taken directly from the bone, 


MOO/MP. 


.each $ 30.00 




EMIT 



PLASTIC HIP JOINT 

Consists of innominate bone and 
upper part of femur, articulated. 


*M-6225. each $18.00 




PLASTIC KNEE JOINT 

Consists of lower half of femur, pa¬ 
tella and upper parts of tibia and 
fibula, articulated. 

*M-6226. each $18.00 


PLASTIC KNEE JOINT 

Same as M-6226 but with semilunar 
cartilages. 

’M-6227. . each $ 24.00 


PLASTIC KNEE JOINT 

Same as M-6226 but with one nor¬ 
mal, one torn semilunar cartilage. 

M-6228 . each $25.00 


PLASTIC KNEE JOINT 

Same as M-6226 but with one nor¬ 
mal, one torn semilunar cartilage 
and collateral ligaments. 


‘M-6228/A. each $30.00 


i HUMAN BONE LEG 

with Foot and Pelvic Bone 

, Articulated to reproduce the impor¬ 
tant movements of the joints. Sped- 
i men can be disarticulated at the hip, 
i knee and ankle. 

| *$-6310. . each $ 30.00 


HUMAN BONE LEG 


Same as S-6310 but without pelvic 
bone. 


*S-6310X. each $28.00 
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durable” Female Torso lode 



Front wall removed 



on revolving base 



X 

1 he removable organs are each of such detail that 
they can he used as individual teaching models. The cal¬ 
varium can be lifted off permitting removal of the complete 
brain which is disseetible into 7 pieces. A median section 
through tin 1 , head exposes the structures of the nasal and 
oral cavities; the frontal and sphenoidal sinuses; the larynx 
and pharynx; cervical spinal column and cord. 

The right side of the figure illustrates the musculature, 
and on the left side the normal body contours are repro¬ 
duced. The thoracic and abdominal front walls are remov¬ 
able showing internally the sternum, ribs and musculature; 
externally a disseetible breast. Both lungs which are bisected 
can be completely removed, fully exposing the posterior 
thoracic wall The spinal column, ribs, intercostal muscles, 
thoracic duct, etc., can he seen. 

Tlte heart is an exceptionally fine disseetible model 
with three hinged openings affording access to the right and 
left atria and ventricles; bicuspid, tricuspid, and semilunar 
valves; the cordac tendineuo, Bundle of His, etc. The supe¬ 
rior great vessels with many of their branches leading to and 
from the heart are included; the coronary vessels are shown 
ill great detail. The descending aorta, trachea and esophagus 
are supplied as a separate part, The diaphragm is an indi¬ 
vidual removable structure with which un instructor can 
easily explain the “diffieult-to-visualize" functions of this 
complex muscle. The liver with gall bladder, stomach and 
intestines are separate parts. The bladder, uterus and rectum 
are removable und further bisected through the midline; 
ovaries, Fallopian tubes, broad and round ligaments are in¬ 
cluded, The spleen, pancreas with dissected duct, duodenum 
and kidneys are shown. One kidney is opened illustrating 
internal anatomy. The major blood vessels, ducts, etc. are 
shown as separate structures and are not merely painted in. 

The physiological relationship of the circulatory, 
nervous, respiratory, digestive and other systems can be 
clearly outlined to give the student a unified conception of 
tile subject. 

This model is in wide use throughout the world in 
leading universities, nurses training schools and other insti¬ 
tutions teaching anatomy, physiology, hygiene and physical 
education. 


2000 “DURABLE” LIFE SIZE FEMALE TORSO, 43 

inches high, disseetible into 28 pieces, mounted on a 
polished, revolving, wooden base. Supplied ivith 
translucent plastic cover und descriptive key identify¬ 
ing over 500 structures on the model. 


each $300.00 



A few of the 28 dismountable parts 
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The right half of the head is removable, allowing the musculature on 
the outside; and on the median section, the brain, frontal and sphenoidal 
sinuses, turbinated hones, oral cavity, larynx, pharynx, spinal column and cord 
are represented. The nanal septum is on the left side. The front wall of the 
chest and abdomen is removable, and detailed structures of sternum, ribs and 
muscles are carefully sculptured. The anterior sections of the lungs are de¬ 
mountable. The heart consists of four parts and shows the auricles, ventricles, 
bicuspid, tricuspid, and semilunar valves, the, Bundle of His, coronary arteries 
and veins and vagus nerve. The liver with gall bladder, stomach, pancreas with 
duodenum and intestines are separate parts, which are carefully sculptured to 
show all important anatomical structures in great detail. The right kidney is 
longitudinally bisected, 

The physiological relationship of the circulatory, respiratory, diges¬ 
tive and other systems can he clearly outlined. 


* 2000/S “DURABLE” SEXLESS TORSO MODEL, 44" high, mounted on 
a revolving, well-finished, polished wooden base. Supplied with trans¬ 
lucent plastic cover and descriptive key containing over 500 references 

to the model each $ 350.00 


few of the 17 dismountable parts 
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with interchangeable Pelvic Organs 

f'GiSf USE AS IhTvI&Mitr.j i£U 

This life-like semi-flexible plastic torso model can be used us a 
female, male or sexless unit. Size 21" x 36", disseetible into 26 parts, mounted 
on turntable base. 

One side shows deep muscles and the other superficial muscles, 
The bead and neck are dissected to show all important structures such as 
musculature, major blood vessels, nerves, thyroid and salivary glands, inner 
ear, roots of teeth including their blood supply, pharynx and larynx. 

The half head, brain, pectoral muscle, lungs, heart, liver, stomach, 
kidney, large intestine, small intestine, 2 vertebrae, femule, male and sexless 
pelvic organs and mammary gland are removable exposing detailed anatomy 
of cranial cavity, larynx, thoracic and abdominal cavities, including the sym¬ 
pathetic nervous system. 

Also included is a dissection of the hack showing spinal column with 
2 removable articulated lumbar vertebrae, ribs, cervical plexus, and muscu¬ 
lature with sciatic nerve in gluteal area. 

Supplied with descriptive key identifying over 600 structures, 
Designed for use in universities, colleges, nurses’ training schools, high schools 
and other institutions teaching anatomy, biology, physiology, health, hygiene, 
physical education, first aid and sex education. 

»--- --mi ,, --..— 


♦P-3000 “DURABLE” COMBINATION TORSO complete with interchangeable Female, Male 
and Sexless Pelvic Inserts. Two Pectoralis Major Muscles, one with Mammary Gland, are 
also included, 26 parts . each $ 431.00 


♦P-3001/PB INTERCHANGEABLE 
PECTORALIS MAJOR MUSCLE with 
Mammary Gland ,. each $10.00 


♦P-3001/P INTERCHANGEABLE 
PECTORALIS MAJOR MUSCLE (with- 
out Mammary Gland) . each $ 8.75 


♦P-3001/M INTERCHANGEABLE 
MALE PELVIC INSERT disseetible in¬ 
to two parts: bisected in the mulsagittal 
plane, shows complete mala reproduc¬ 
tive system including Testicles, Sper¬ 
matic Cords, Prostate and Penis. 


* P-3001 /F INTERCHANGEABLE FE¬ 
MALE PELVIC INSERT, disseetible 
into 4 parts. Right and Left Halves of 
External Genitalia and two piece Uterus 
with Tubes and Ovaries . each $ 25,75 

♦P-3001/S INTERCHANGEABLE 
SEXLESS PELVIC INSERT only, 
one part .. .... ....each $4.00 


♦P-3000/F “DURABLE” FEMALE TORSO with Female Pelvic Insert and Pectoralis Major 
Muscle with Mammary Gland only, 23 parts . each $ 415.00 

♦P-3000/M “DURABLE” MALE TORSO, with Male Pelvic Insert and Pectoralis Major Mus¬ 
cle (without Mammary Gland), 21 parts . each $402,25 

♦P-3000/S “DURABLE” SEXLESS TORSO with Sexless Pelvic Insert and Pectoralis Major 
Muscle (without Mammary Gland), 20 parts . each $ 385.00 


....each $19.50 




















A few of thedismountabie parts 


70 high including base, dissectible into 
100 parts, mounted on heavy metal tripod stand on 
which it can be revolved. Similar to 2007 male figure 
but with female pelvic organs and breast. Supplied with 
translucent plastic dust cover and comprehensive de¬ 
scriptive key. 


*2008 “DURABLE” FEMALE FIGURE. Furnished on 
special order—5 to 6 months 


required for delivery . . each $1,000.00 


“Durable” MALE FIGURE 

70" high including base, dissectible into 
100 parts, mounted on heavy Mietal tripod stand on 
which it can be revolved. The head and brain are dis¬ 
sectible into many pieces. After removal of the front 
wall of the thoracic and abdominal cavities all the in- 
temal organs are removable and each is of such detail 
that it can be used as an individual teaching model. The 
vascular and nervous systems are included. The muscu¬ 
lature is worked out in unusual detail and many of the 
muscles of the head, neck, body, upper and lower ex¬ 
tremities are removable to show clearly the superficial 
and deep layers of muscles. Supplied with translucent 
plastic dust cover and comprehensive descriptive key. 


*2007 “DURABLE” MALE FIGURE. Furnished on 
special order —5 to 6 months 
required for delivery . eaCfi $ 1,000.00 


“Durable” FEMALE FIGURE 


“Durable” MALE and FEMALE FIGURES 


MALE 

The right side shows superficial muscles, the left deeper 
layers, Both urms and left leg just above the knee can be 
detached. The calvarium can be lifted off giving access 
to a removable brain which is dissectible into 3 pieces. 
The anterior section of the head and neck can be taken 
off and is further divisible along the midline illustrating 
detailed anatomy of cranial vault; nasal, oral, pharyn¬ 
geal, laryngeal cavities; musculature and circulatory 
system. The nasal septum is hinged. 

The anterior thoracic and abdominal walls caii be 
removed revealing the internal organs in their proper 
relationship. Both lungs ure removable, the left is bi¬ 
sected. The heart with the great vessels can be taken out 
and has 3 removable sections exposing the atria, ventri- 
cles, tricuspid, bicuspid, semilunar valves and cordae 
tendineue; the coronary vessels arc shown. The trachea, 
esophagus and descending aorta can he detached from 
the heart. 

The diaphragm is removable. The stomach, duode- 
denum and pancreas arc a separate part, a hinged section 
illustrates stomach lining. The liver with gall bladder, 
spleen and kidneys is a removable unit; the kidneys are 
further dissected to show anatomical detail. The intes¬ 
tines can he taken out and the descending, colon and 
rectum are a separate part; through openings internal 
structure is shown. The bladder with prostate, seminal 
vesicles, etc. is bisected. A sagittal cut through the spinal 
column und skull makes removul of the entire left body 
section possible. It exposes the entire spinal cord. The 
major blood vessels and nerves are included. 

All the removable sections and organs with their 
fine anatomical detail can he used as individual teaching 
models. 

*2002 “DURABLE” MALE FIGURE, 57" high , dis- 

sectible into 32 pieces, model can be revolved on 
heavy metal tripod stand. The structures through¬ 
out. are numbered and described in a detailed 
booklet furnished with figure. A translucent plastic 
dust cover is included eaC || $ 650,00 ' 


FEMALE 

The female figure is very similar to male model No. 2002 
with the exception of the breast and pelvic organs. On 
the right side of the model u dissectible mammary gland 
is included and the structures of the female pelvis are 
shown in great detail. A median section exposes the in¬ 
ternal anatomy of uterus, bladder and rectum. The 
ovaries, fallopian tubes, broad and round ligaments are 
included. 

*2003 “DURABLE” FEMALE FIGURE, 57" high, 

dissectible into 32 pieces mounted on heavy metal 
tripod stand on which it can be revolved. The 
structures throughout arc numbered and described 
in a detailed booklet furnished with figure. A 
translucent plastic dust cover is included. 

each $ 650.00 
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Several of the 32 demountable parts 
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Durable” HEAD and NECK Models 


Natural size, mounted on 
wooden base. Right half of 
head without brain. Lateral 
view shows musculature of 
head and neck; blood vessels; 
carotid and submaxillary 
glands. Medial aspect illus¬ 
trates cranial, nasal, pharyn¬ 
geal, oral and laryngeal cav¬ 
ities. Frontal and sphenoidal 
sinuses are visible. Supplied 
with descriptive key contain¬ 
ing 87 references. 


“DURABLE” 
HEAD and NECK 

each $38.00 


lade of unbreakable, semi- 
flexible plastic, mounted on 
round wooden base. Left half 
of head with brain. Lateral 
aspect shows musculature of 
head and neck; carotid and 
submaxillary glands; blood 
vessel and nerves. The medial 
surface illustrates sagittal 
section through brain expos¬ 
ing cerebrum, cerebellum, 
brain stem and spinal cord. 
Frontnl and sphenoidal si¬ 
nuses, nasal and buccal cav¬ 
ities, pharynx, larynx and 
cervical column are included. 
Supplied with descriptive key 
containing over 180 refer¬ 
ences. 

* P-2150 “DURABLE” 

HEAD and NECK 

each $55.00 


"Durable” NASAL STRUCTURE 




Two semi-flexible plastic models showing a median section 
through the nose mounted on a board 13" x 16". One model 
shows distribution of olfactory nerve, turbinates and sinuses. 
The opposite model illustrates the nasal septum, which is 
removable, the ostea of the sinuses and the cranial floor. 
The nerves and arteries are included. An excellent model 
for a more detailed study of the contents of the nasal cavity. 
Supplied with descriptive key. 

* P-3151 “DURABLE” NASAL STRUCTURE 

each $ 42.50 




“Durable” Lower JAW with Teeth I “Durable” Carious MOLAR 



A | 

Attached to oblong wooden j 

base by two metal uprights; 

13" x 13" including base. Left j 
half of lower jaw has full l 
dentition. The alveolar plate I 
including section surround- I 
ing inferior mental foramen | 
is hinged exposing blood and ij 
nerve supply to teeth. The | 
lateral incisor, canine and j 
first molar are removable and 1 
further dissectible to show ? 
tooth structure. Supplied with j 
descriptive key containing 79 j! 
references. I 



r\M 


Molar tooth with three roots 
made of semi-flexible plastic, 
3"x3"x 7", dissectible to 
show detailed internal anat¬ 
omy such as enamel, dentine, 
pulp, artery, vein, nerve and 
caries. Supplied with descrip¬ 
tive key. 


*2033 “DURABLE” LOVER JAW with TEETH each J 57.00 I * P-3034 “DURABLE” CARIOUS MOLAR each $ 16.00 
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LARYNX H01EIS 


■ , JLVl 



Semi-flexible plastic model, attached to round, 
wooden base with two metal uprights, high including 
stund. Dissectible into IS parts. After removing trachea, 
model can he bisected along the median plane to expose 
vocal folds. The muscles arc removable, all the cartilages 
are shown in great detail, The hyoid hone, with indication 
of all muscle attachments and also the nerve supply, is 
included. An excellent detailed model. Supplied with de¬ 
scriptive key containing 92 references to the model. 

* P-2051 “DURABLE” LARYNX. each $90.00 

Mounted on round wooden base with two metal up- 
rights, 1714" high including stand. Dissectible into 8 pieces. 
Similar to P-2051 but somewhat less detailed and not made 
of plastic. Supplied with descriptive key containing over 
70 references to the model. 

*2052 “durable” larynx. each $60.00 
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Semi-flexible plastic model, mounted on round 
wooden base with two metal uprights, 16" high including 
base. The Thyroid, Epiglottic, Cricoid, Arytenoid and 
Tracheal Cartilages are separate, articulated parts. The 
major muscles and vocal cords are represented by springs 
and cords which permit manipulation of the various parts 
to demonstrate the mechanism of the vocal cords and 
cartilages. Supplied with a descriptive key. 

* P-2054 “DURABLE” LARYNX. each $ 67.50 


RESPIRATORY ORGAN 


n 




■ m 


Semi-flexible plastic model on plaque 9 1 /j>"xM"x 
6", consisting of both lungs, heart, larynx and diaphragm. 
The anterior section of the left lung is removable, exposing 
pulmonary vessels and bronchi. The heart is detachable 
and further dissected to show detailed internal anatomy. 
The larynx is bisected to reveal all the important struc¬ 
tures, From below, the diaphragm is seen in contact with 
the lungs and the esophagus and vena cava are seen pene¬ 
trating this muscular structure. Supplied with descriptive 
key. 

* P-3058 “DURABLE” RESPIRATORY ORGANS 

.each $42.50 


Lung, Trachea and Larynx 


Mounted on round 
wooden base, 21" high in¬ 
cluding stand. The anterior 
section of the left lung has 
been removed to show the 
ramifications of the bronchi 
and blood vessels. The larynx 
is bisected longitudinally to 
show the vocal folds. The la¬ 
ryngeal and tracheal carti¬ 
lages and also the hyoid bone 
are included. Supplied with a 
descriptive key containing 
over 50 references to the 
model. 

*2055 “DURABLE”LUNG, 

TRACHEA and LARYNX 

.each $37.50 
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For accurate localization of lesions by the 
radiologist and pathologist , 

For teaching both undergraduate and post¬ 
graduate medical students. 
w For medical and staff conferences, 
s As an aid to the bronchoscopist in visual¬ 
izing the distribution of the bronchi while 
looking at the orifices. 

% To assist the thoracic surgeon and the tu¬ 
berculosis specialist in visualizing the seg¬ 
ments and their bronchi This Model can 
be used as a guide to the cleavage planes 
between the various broncho-pulmonary 
segments. 

« To assist in explaining to the patient and 
relatives, prior to surgery, what segmental 
resection is planned. 
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hubei Lung Model 


*2060 HUBER LUNG MODEL COMPLETE, containing left 
lung, right lung, tracheobronchial tree, chrome-plated stand, 
and set of printed pressure-sensitive labels for attaching to 
individual segments . each $ 150.00 

* 2060/A SAME AS ABOVE but without the 

tracheobronchial tree . .each $123.75 

*2061 TRACHEOBRONCHIAL TREE only . each $ 26.25 

*2062 CHROME-PLATED STAND only... .. .each $ 7,20 

♦2060/R COMPLETE RIGHT LUNC (10 segments) 

with set of labels .. each $ 65.00 

•2060/L COMPLETE LEFT LUNG (8 segments) 

with set of labels .. each $52.00 

NOTE: Individual segments of either lung can be replaced 
and are available at ..each $ 7.20 


Left lung assembled 


As designed by John Franklin Huber, M. D. 

Temple University School of Medicine, Philadelphia, Pa. 


Hie Huber Lung Model consists of left lung separa¬ 
ble into 8 pieces; right lung divisible into 10 pieces; tracheo¬ 
bronchial tree; chrome-plated stand and set of printed pres¬ 
sure-sensitive labels for attaching to individual segments. 

Central part is a representation of the tracheobron¬ 
chial tree with its branching carried out as far as the first 
order branching of the segmental branches of the lobar 
bronchi. It is composed of a tough durable plastic. Tips of 
branches are colored to correspond to the segments. 

At each side of the tracheobronchial tree is a model 
of the respective lung separable into lobes, each of which 
can be separated into the individual segments of which it is 
composed. The right lung has ten completely separable seg¬ 
ments—the left lung eight segments. Each segment is dis¬ 
tinctively colored and the segmental bronchus to which it 
corresponds is of the same color so that it is a simple matter 
to relate each bronchus to the portion of the lung which it 
supplies. 

The lungs are molded from foamed plastic which is 
lightweight and durable. The segments are held together by 
means of plastic sockets and metal ball connectors Which 
should last indefinitely. Separating and assembling the seg¬ 
ments is extremely simple and can be accomplished by 
gentle pulling apart or pushing together of the adjacent 
segments. 

The stand which supports the tracheobronchial tree 
and the two lungs is made of chrome-plated wire, and is 
light and durable, Any of the three major pieces of the 
model can be lifted ea.sily from the stand without disturbing 
the other parts. The feet of the stand are rubber-tipped to 
prevent scratching and sliding, 

Labels which can be placed on the segments are self¬ 
adhering and are already printed with the appropriate leg¬ 
end for each segment. 
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It is made of unbreakable, semi-flexiblc plastic, ap- 
proximately twice natural size; revolving on round 
wooden stand. 16" high including stand, The model is 
dissoctible into 5 pieces to show detailed internal 
structure in both the atria and ventricles. The bicus¬ 
pid, tricuspid and both semilunar valves are shown 
in dosed position as three dimensional structures 
visible from above and below. The Bundle of His is 
included. The coronary and great vessels with many 
of their ramifications arc reproduced. Descending 
aorta, esophagus and trachea arc present. The dis¬ 
tribution of the vagus and sympathetic nerves is 
shown in detail. Supplied with descriptive key con¬ 
taining 118 references to model. 

*P-2066 “durable” heart .each $65.00 



Approximately 1% natural size, revolving on round 
wooden stand, 16" high including stand. Three hinged 
sections expose the atria; ventricles; bicuspid, tri¬ 
cuspid, semilunar valves; Bundle of His. The coro¬ 
nary and superior great vessels with many of their 
further branches are included. Branches of vagus and 
sympathetic nerves are shown. Supplied with descrip¬ 
tive key containing 112 references to model. 



Natural size, semi-flexible plastic model, revolving on 
round wooden stand, 10" high including stand, dis- 
sectible into 6 pieces. Three hinged sections give ac¬ 
cess to the atria; ventricles; bicuspid, tricuspid, 
semilunar valves; and Bundle of His. The coronary 
vessels are shown in detail. The superior great vessels 
with many of their subsequent branches are included. 
The descending aorta, trachea and esophagus are re¬ 
movable. Supplied with descriptive key containing 95 
references. 

*P-2O00/C “Durable” heart. each $52.50 


Rigid Plastic Rear! Model 

Made of a rigid plastic, natural size, mounted on 
wooden base, 9" high including stand, consisting of 
four hinged sections exposing atria, ventricles and 
valves. The coronary vessels are included. Mold im¬ 
pressions were taken from an autopsy heart. 


*2067 “DURABLE” HEART, 


each $56.00 


*M-2267 heart model. each $49.00 




























Made of unbreakable semi-flexible 
plastic, greatly enlarged, revolving 
on round wooden stand, 9" x 
without stand. Left kidney with ad¬ 
renal glund bisected to show medul¬ 
lary substance, papillae, renal pelvis 
and calyces. The renal artery and 
vein and also upper portion of ure¬ 
ter are included. Supplied with a 
descriptive key containing 22 refer- 


Natural size revolving on wooden 
stand, 15" high including stand. The 
liver with gall bladder and bile 
ducts are shown, The aorta, vena 
cava and branches to the various 
organs are included. Right kidney is 
disseetible showing detailed inter¬ 
nal anatomy; the suprarenal glands 
and nerve plexuses are present. Sup¬ 
plied with descriptive key contain¬ 
ing 95 references. 


*2044 “DURABLE” LIVER, 
SPLEEN and KIDNEYS 


“DURABLE” KIDNEY 

each $25.00 


"DURABLE” 


mounted on metal tripod stand, 49" 
high including stand. A detailed 
representation of the circulatory sys¬ 
tem. All the major arteries are 
shown and identified in red on the 
left side, the veins in blue on the 
right side. The heart, liver, spleen 
and kidneys with their relation to 
the vascular system are shown. Sup¬ 
plied with descriptive key identify¬ 
ing 240 structures. 


Microscopic Structure of Kidney 


Made of unbreakable semi-flexible plastic, 
mounted on hoard 10" x 17". Section of longi¬ 
tudinally bisected kidney greatly enlarged to 
show minute circulatory and urinary struc¬ 
tures including Bowman’s capsule, glomeru¬ 
lus, renal tubule with convolutions, ascending 
and descending limbs of Henle’s loop, collect¬ 
ing tube and arcuate vessels with their 
branches. Supplied with descriptive key. 


*2065 “DURABLE” 
CIRCULATORY SYSTEM 

each $100.00 


* P-2076 “DURABLE” MICROSCOPIC 
structure of kidney each $27.00 



It is made of unbreakable, semi- 
flexible plastic, consisting of 5 sec¬ 
tions, mounted on board 10" x 28" 
A median cut through the head and 
neck exposes the nasal, pharyngeal, 
buccal, laryngeal and esophageal re¬ 
gions with detailed anatomical struc¬ 
tures. The liver is lifted up to show 
gall bladder with ducts. The stom¬ 
ach with pancreas is removable; an 
opening reveals stomach lining; the 
pancreatic duct is dissected. The 
small intestine with ascending and 
transverse colon are a separate re¬ 
movable part, and three openings 
illustrate internal structure. De¬ 
scending colon, rectum with sphinc¬ 
ter ani are included. An opening 
and dissection of the rectum show 
venous supply. With descriptive key 
identifying 59 structures. 

* P-2030 “DURABLE” 

DIGESTIVE SYSTEM 

each $ 57.00 


Made of unbreakable semi-flexible 
plastic, natural size, mounted on 
polished wooden board 9%" x 19", 
showing both kidneys with adrenal 
glands; aorta, vena cava with renal 
vessels; ureters and bladder. The 
left kidney with suprarenal gland is 
bisected and the bladder is opened 
to show internal detail. The prostate, 
seminal vesicles and vas deferens 
are included. Supplied with descrip¬ 
tive key containing 45 references. 

*P-2078 “DURABLE” URINARY 
ORGANS , each $30.00 


Natural size, mounted on round 
wooden base, 22" high including 
stund. Shows both kidneys with 
suprarenal glands and ureters; de¬ 
scending aorta and vena cava, in¬ 
cluding renal vessels. The left kidney 
is bisected to illustrate detailed 
anatomy. The bladder, prostate and 
penis are longitudinally bisected 
and hinged to illustrate internal 
structure of bladder, ducts and mus¬ 
culature. Both testicles, vas deferens 
and seminal vesicles are included. 
The left testicle is removable and 
further dissected to show minute de¬ 
tail. Supplied with descriptive key 
containing 58 references. 

*2335 “DURABLE” MALE 
UROGENITAL ORGANS 

each $ 66.00 
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Stomach, Duodenum and Pancreas 


Greatly enlarged, revolving on wooden stand, 9"x 
10y 2 "x4" without stand. The stomach is bisected to 
show the lining, fundus and pylorus. The duodenum 
is partially opened to reveal pancreatic and bile ducts. 
The pancreas is opened posteriorly to show ducts. A 
section of aorta with arterial and venous supply of 
stomach is illustrated. The branches of the vagus nerve 
are included. Supplied with a descriptive key contain¬ 
ing 73 references. 

*2038 “DURABLE” STOMACH, DUODENUM and 
PANCREAS. each $42.00 
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"Durable" Brain and Brain Stem 

Greatly enlarged, revolving on metal tripod base, 19" high 
including base. Dissectible into 16 pieces to give a complete picture of 
the internal and external anatomy. The entire right side of the cerebrum 
is shown. Portions of the frontal, parietal, temporal and occipital cortex 
are removable to permit study of the distribution of the nerve libers to 
the nerve centers. The right half of the cerebellum, which is removable 
and further dissected, is included. On the left side the brain stem is 
removable and dissected into 5 pieces. The medulla oblongata, pons, 
rhomboid iossa, thalamus, nuclei, fornix, corpus callosum, peduncles arc 
shown in great detail. The left lateral ventricle is removable. All 12 
cranial nerves are shown in detail and the first two cervical nerves are 
also included. The arterial supply, the venous sinuses and sections of the 
dura mater are present. Supplied with detailed descriptive key containing 
141 references. 

This model is used extensively in departments of anatomy, 
psychiatry, neurology, and psychology. 

*2104 “DURABLE” BRAIN and BRAIN STEM .each $ 300.00 
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size,dissectible into 7 pieces, with stand represent¬ 
ing base of skull. It cun be separated into right and 
left hemispheres. The right half is further divisible 
into 3 sections to show the corpus callosum and its 
radiation, corpus striutum, mid-brain, pons, medulla 
oblongata, ventricles, brain stem, white and gray 
matter and other principal structures. The left hemi¬ 
sphere has a hinged section to reveal the central 
lobe. The brain stem and cerebellum are removable. 
The 12 paired cranial nerves, the vascular system, 
lobes, gyri and sulci are also shown, Supplied with 
descriptive key containing 153 references, 

*P-2000/A “DURABLE” BRAIN... each $42.00 


“Durable” Brain 


Consisting of round metal base, motor plate (brain 
stem) arid three wooden symbols, Professor Haus- 
man has taught his courses in neuroanatomy by hav¬ 
ing his students reconstruct the human brain with 
modeling clay. The parts in this kit serve as a sup¬ 
porting frame for the 'day. This thorough method 
of teaching has been taken up by many of Dr. Hans- 
mart’s graduates and its popularity is constantly 
growing, 

*M-2203 HAUSMAN BASIC BRAIN 

MODEL KIT.$21.00 set 

12 or more $19.95 set 25 or more 18.90 set 


tDr. Louis Hausman, Proj. of Clinical Medicine (Neurol¬ 
ogy) Cornell University Medical College; Clinical Proj. 
of Neuropsychiatry, New York University College of 
Medicine; Director of the Neurological Service, Second 
(Cornell) Medical Division, Bellevue. Hospital, N. Y. C. 
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Greatly enlarged, dissectible into 3 pieces, with 
stand representing base of skull, 9" x 6%" x 10" in¬ 
cluding base. It can be separated into right and left 
hemispheres showing the lobes, gyri, sulci, corpus 
callosum, mid-brain, pons, medulla oblongata, brain 
stem, cerebellum and other principal structures. The 
right hemisphere is cut transversely to show the 
radiation of corpus callosum, corpus striatum, white 
and gray matter, etc. The 12 paired cranial nerves 
and the vascular system are also shown. Supplied 
with descriptive key containing approximately 100 
references to the model. 

*2108 “durable” brain. each $50.00 
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Metal Cast of 
Ventricles 
if Human Brain 


Natural size, mounted on wooden 
' base, 9(4" high including stand. This 
is a corrosion preparation made of 
Wood’s metal. An actual human brain 
has been used as mold to reproduce 
all the detail of these complicated cav¬ 
ities. Only perfect casts are supplied. 

*14-2200 METAL cast of 

VENTRICLES OF HUMAN 
brain. each $ 65.00 
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“Durable” 
Vertebral Column 


Natural size, revolving on 
round wooden base, 31" high 
including stand. Vertebral 
column with sacrum and coc¬ 
cyx cut vertically along the 
median plane to expose on 
the left side the spinal cord, 
origin of spinal nerves with 
ganglia, etc. 

The right side shows the 
bony structure, the emerging 
spinal nerves including the 
brachial, lumbar and sacral 
plexuses.The autonomic nerv¬ 
ous system is indicated. Sup¬ 
plied with descriptive key 
containing 90 references, 

•P-2115 “DURABLE” 

VERTEBRAL COLUMN, 
plastic .each $ 78.00 
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“Durable” Nervous System 


Semi-flexible plastic model, revolving on a metal 
tripod stand 54" high including stand. The left half 
of the skull is removed to expose the entire left 
brain and brain stem. The 12 cranial nerves are re¬ 
produced. The spinous processes of the vertebral 
column are removed, laying bare the dura mater 
and spinal cord. A median section through the head, 
trachea, esophagus and also the stomach and aorta 
are included, showing the distribution of the vagus 
nerve. 

The right half of pelvis with complete sacrum and 
coccyx is present, On the right side the central nerv¬ 
ous system is illustrated showing the formation of 
the brachial, lumbar and sacral plexuses including 
the termination of the nerves in the extremities. 
Each major nerve can be identified. Supplied with 
descriptive key containing 232 references. 

*P-2105 “DURABLE” NERVOUS SYSTEM 

each $ 125.00 
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“Durable” Spinal Cord and Nerves 

Two semi-flexible plastic models, a dissection and a cross 
section of the spinal cord, on a round base, 10" x 4". The 
gray and white matter is dissected in steps to show the 
origin and passage of the anterior and posterior nerve roots 
from the horns. The filaments of the nerve rami, the spinal 
ganglia and spinal nerves are included. Supplied with de¬ 
scriptive key. 

* P-3112 “DURABLE” SPINAL CORD AND NERVES 

each $21.50 
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“Durable" EYE 


“Durable” EYE 


J 


With major portion of bony orbit, greatly enlarged, 
mounted on polished wooden base, size 13"x8"x 
■ The eyeball is dissectible to show the numer¬ 
ous detailed structures such as sclera, cornea, cho- 
roid, crystalline lens, vitreous body, retina, optic 
nerve, etc. T he lateral rectus muscle is removable to 
give a clear view of the blood and nerve supply. The 
1st to 4th and 6th cranial nerves with many of their 
further branches and the ciliary ganglion are in¬ 
cluded. The lacrimal gland, frontal and sphenoidal 
sinuses and nasal structures are present. Supplied 
with descriptive key containing 111 references, 

*2121 “DURABLE” EYE. each $72.00 
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“Durable” EYE for Demonstrating Refraction 

Greatly enlarged, mounted on wooden base, size 
9" x4%" x 8". The anterior-posterior diameter of 
the eyeball can be adjusted by a telescopic arrange¬ 
ment. Interchangeable crystalline lenses are also in¬ 
cluded bo that near- and far-sighted vision due to 
changes in the diameter of the eyeball or the crystal¬ 
line lens can both be demonstrated. The posterior 
section of the eyeball is removable exposing a 
frosted glass retina for viewing projected images. 
Two lenses representing eyeglasses for the correc¬ 
tion of faulty vision are furnished. An adjustable 
diaphragm is present to illustrate opening and clos¬ 
ing of iris. A compartment box to accommodate ac¬ 
cessory lenses is included. Supplied with descriptive 
key. 

*2125 “DURABLE” EYE for Demonstrating 
Refraction. each $55.00 


Made of unbreakable, semi- l- Mif 

flexible plastic, greatly en- 
larged, revolving on polished 
wooden base. 9" x 5" x 12%" 
high including stand, The 
eyeball is dissectible. The an- A 

terior section of the sclera H 

with cornea can he lifted off ■ J 

permitting removal of the 111 

pupil, choroid, vitreous body, ... 
crystalline lens, retina and N W °° EN BflSE 
optic nerve. All ocular muscles, the blood and nerve 
supply to the eyeball, ciliary ganglion and lacrimal 
gland are shown. Supplied with descriptive key con¬ 
taining 56 references. 

* P-2122 “durable” eye. each $ 45.00 


“Durable” EYE for Demonstration of 
Muscle Action and Refraction 

Greatly enlarged, mounted on polished wooden base. 
Size 14" x 9%" x 9%". The eyeball is mounted into 
the orbit by a special mechanical device to permit 
rotation. The 6 ocular muscles are represented by 
springs and the various muscle actions can be dem¬ 
onstrated by pulling strings. The anterior section of 
the eyeball is removable for insertion of 2 different 
sizes of iris openings and 3 different crystalline 
lenses for the demonstration of normal, nearsighted 
and farsighted vision, The posterior section of the 
eyeball with optic nerve is detachable to expose a 
frosted glass retina onto which an image can be pro¬ 
jected. Two separate lenses to represent eyeglasses 
for the correction of faulty vision are included, as 
well as a compartment box to accommodate acces¬ 
sories. Supplied with descriptive key. 



*2124 “DURABLE” EYE for Demonstration of 
Muscle Action and Refraction ...each $ 100.00 
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durable" EAR 


Greatly enlarged, revolving on metal tripod stand, 
27" x 20" x 24" high including stand. Temporal bone with 
outer ear. The petrous portion is dissectible into many pieces 
showing the anatomy of the middle and inner ear in great 
detail. The tympanic membrane with the 3 ossicles is remov- 
able showing tympanic ring, chorda tympani, ligaments and 
muscle attachments. The labyrinth can he lifted out and can 
he dissected into 3 pieces illustrating bony and membranous 
labyrinth. The membranous structures of the superior semi¬ 
circular canal and vestibule are removable illustrating am¬ 
pulla, saccule, endolymphatic duct and ampullar nerves 
forming vestibular nerve. Sections of the cochlea are opened 
revealing organ of Corti and cochlear nerve. Additional 
structures shown are the facial nerve, tympanic plexus, Eu¬ 
stachian tube, tensor tympani, stapedius muscle, internal 
carotid, meningeal and temporal arteries. The pinna is dis- 
mountable illustrating musculature, arteries and nerves. Sup¬ 
plied with descriptive key containing 135 references. 

*2130 “DURABLE” EAR. each $165.00 


Several of the dismountable parts 


Greatly enlarged, revolving on tripod metal stand, 
14" x 14" x 20" high including stand. Complete temporal bone 
with outer ear. The pinna is dismountable illustrating mus¬ 
culature, blood and nerve supply. The superior portion of 
the petrous bone is removable to expose structures of the 
middle ear. The tympanic membrane with the three ossicles 
is removable, illustrating ligaments, muscles and nerves. The 
labyrinth can be lifted out and is further divisible to show 
internal structures including organ of Corti. The superior 
semicircular canal and vestibule are dissected to show the 
relation between bony and membranous labyrinth. Eusta¬ 
chian tube, internal carotid, middle meningeal and temporal 
arteries are present. Supplied with descriptive key contain¬ 
ing 118 references to the model. 

*2131 “durable” ear. each $110.00 


“Durable” EAR 


Several of the dismountable parts 
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SKIN MODELS 


“Durable” EAR 


made of semi-flexible plastic mounted on wooden base. The 
petrous portion is dissected to show the structures of the 
middle and inner ear. The labyrinth is removable and ves¬ 
tibular, cochlear and facial nerves are included. It is further 
dissected to illustrate part of the membranous labyrinth 
with Organ of Corti. The tympanic membrane with the three 
ossicles can be lifted out for the study of this intricate part 
which also shows the ligaments, muscle attachments and 
chorda tympani. The auditory tube, internal carotid artery, 
tensor tympani and stapedius muscles arc present. Supplied 
with descriptive key. 

* P-2134 “DURABLE” EAR. each $50.00 


n relief model of section of human skin with 
hair, 200 times enlarged, made of semi-flexible 
plastic, x 13H*. A diagrammatic illustration 
of all the detailed microscopic structures in dif¬ 
ferentiating colors, Supplied with descriptive key. 

* P-3144 “DURABLE” SKIN 

(ReMef Model) .each $18.25 


“Durable” LABYRINTH 


'Durable” SKIN 


Greatly enlarged, revolving 


on wooden stand, 10*4" x 4%" 
X 13^4" high including stand. The superior semicircular 
canal and vestibule are dissected to show relationship of 
bony and membranous labyrinth, The ampulla, utricle, sac¬ 
cule octoconia, endolymphatic duct, cochlear nerve with 
ampullar branches can be seen. A horizontal cut through 
the center of the cochlea shows organ of Corti and formation 
of cochlear branch of auditory nerve. A section of facial 
nerve is included. Supplied with descriptive key containing 
26 references. 


Greatly enlarged, mounted 


on polished wooden 
base, 15" x 7" x 15" high. A three dimensional 
model showing the various layers of skin, tactile 
corpuscles, sudoriferous and sebaceous glands, 
detailed structure of hair, in its follicle with ar- 
rector pili muscle and blood supply. Supplied 
with descriptive key. 

*2145 “durable” skin. each $39.00 


2135 “DURABLE” LABYRINTH. each $45.00 
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“Durable" 


Natural size, suspended 
from stand. A comprehensive 
model of the musculature of 
shoulder girdle, arm and hand, 
dissecliblc into 15 parts. The 
nervous and vascular systems 
are included. Supplied with 
stand and descriptive key 
identifying 90 structures. 

*2005/H “DURABLE” ARM 

each $200,00 


, ■ I. 


m 7 / 
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“Durable” LEG 


Natural size, suspended 
from stand. An unusuully fine 
detailed model of the muscu¬ 
lature of the pelvic area, leg 
and foot, disseclible into 25 
parts. The arteries, veins and 
nerves are included. Supplied 
with stand and descriptive key 
identifying 125 structures. 

*2005/1 “DURABLE”LEG 

each $ 285.00 
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. , , .. uuoriXAL MULL 13 8w adult 

Hied 1 EM ALE MANIKIN equipped with scientifically designed 
systems of urethral, vaginal, rectal passages and internal tanks. It 
provides the only sale and wholly satisfactory means, without de¬ 
pendence on human subjects, for realistic demonstration and prac¬ 
tice of catheterization, bladder Irrigation and administration of 
colonic irrigations and enemas. Equipped with nasal and otic reser- 
voirs for practice in irrigation, 

The urethral and vaginal systems connect with a vulva 
winch has flexible rubber labia at the external orifices. The ure- 
,, ay " lem '"didos the internal urethral passage and a valve 
with a hard rubber nipple on the external abdomen. 

An irrigator jar or reservoir can be connected to the nipple 
to supply fluid for catheterization. The fluid is retained in the 
reservoir until the valve is opened by inserting the catheter the 
normal distance into the urethral passage. For bladder irrigations, a 
mtall tank that can be connected directly to the nipple is supplied 
ob a replacement for the larger reservoir used in catheterizations. 

The colonic system functions naturally when the doll is 
either on its left side or on its back. The colon tube may be inserted 
from eigfjt to twelve inches and may be moved in or out to any 
intermediate position. The enema tank has a capacity of one quart 
and is so arranged that the fluid runs .into it when the doll is on 
its left side and is retained until the doll is turned on its hack. 
The fluid then discharges automatically. 

All Lltase Hospital Dolls are finished with a vinyl plastic 
skin which will not crack, peel or chip; and which has a great 
dogrea of flexibility and is impervious to water and medicated 
solutions. 

The left arm of Models NP and MNP (described below) is 
fitted with a foam rubber unit with a tough flexible skin formed 
on its outer surface, for the practice of subcutaneous, intermuscular, 
and intradcrmal injections, 

The Model NP and Model MNP Chase Hospital Dolls are 
equipped with an area in the buttocks, 2% inches in diameter, for 
practice of intermuscular injection. This site is made of “Foamex" 
rubber, and has a skin of latex on the outer surface. The joints of 
the extremities are sturdily constructed and internally reinforced 
for long wear under extensive use. 

Supplied with detailed instructions for the various nursing 
procedures. 


CHASE 

HOSPITAL DOLLS 




M ‘ 





NP and MNP Models supplied with tracheotomy and colostomy 
openings 


allUU/Nr ADULT FEMALE DOLL 

As described above . 63Ch $ 247.50 

* 9000/MNP ADULT MALE DOLL 

The MALE MODEL MNP Chase Hospital Doll has the male 
torso and genitals and incorporates the same structural fea¬ 
tures as the Model NP. Its system of urethral and rectal 
passages, internal tanks and hypodermic am provides the 
means for demonstration and practice of catheterisation, 
bladder irrigation, colonic irrigation, administration of ene¬ 
mas, hypodermic injections, nasal and otic irrigations. 

.each $247.50 

’9000/APN ADULT SEXLESS DOLL 

The MODEL APN Chase Hospital Doll is an adult sized 
training aid without the internal and hypodermic features 
of the Model NP. It is equipped with nasal and otic pas¬ 
sages, The Model APN is valuable as a supplement to the 
Model NP; for training in draping, patient care, first aid 
and home nursing instruction . each $ 175.00 


Venipuncture Training Arm 

For teaching and practicing the Technic of 
Intravenous Injections and Blood Collecting 

The arm nonsists of a hard base covered 
with a layer of felt padding representing subcu¬ 
taneous tissue, Self-scaling rubber tubes approxi¬ 
mate the location of major blood vessels. These 
are attached to 20cc syringes which act as reser¬ 
voirs and indicate amount of injection or with¬ 
drawal, A covering of vinyl plastic “skin” offers 
realistic resistance to the needle and will with¬ 
stand many thousands of punctures. “Veins” and 
“skin” can he replaced easily and at small cost. 

9000/B VENIPUNCTURE TRAINING ARM 

each $39.50 g 

Includes training ; 
arm, one eight : m I 

ounce bottle of i • Av j 
synthetic blood, '■ 7 \ , 

two collecting syr- r \ J 

inges and needles, i "> j A u i - ' J 

and extra set of . M 

veins. ll’.UlfMW m'ZmW 
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INFANT AND 
CHILD SIZE DOLLS 


The CHASE BABY is designed specifi¬ 
cally to teach and practice the routine 
care of an infant. The different sizes are 
each made according to standard meas¬ 
urements of the American Medical Asso¬ 
ciation and are weighted proportionate¬ 
ly. The Chase Baby is durably made, 
thoroughly waterproof and easily repair¬ 
able after years of hard use. 





Size 

Equipped 
with nasal 
and otic 
reservoirs 

Equipped With 
nasal, otic 
and 

abdominal 

♦9000C 

Newborn Baby . 

20 " 

*15.00 


*9000R 

3-Month Baby. 

23" 

*18.50 

... 

*90008 

3-Month Baby. 

23" 


*22.50 

*9000H 

1-Year Baby . 

30" 

24.50 


*9000 1 

Wear Baby. 

30" 

.. 

28.00 

*9000J 

4-Year Child. 

42" 

40.00 


*9000K 

4-Year Child. 

42" 


45.00 


mm 

\w 

w 


Most models of Chase Hospital Dolls can also be supplied .with oral 
and nasal passages connected to a stomach tank for the practice of 
lavage and gavage. Prices and delivery (urnished on request, It de¬ 
sired, the dolls can also he furnished in Negroid skin tone without 
extra charge. 
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“Durable” 
Female Organs 



Made of unbreakable, semi-flexible plastic, 
natural size, revolving on round wooden stand, W/i" high 
including stand. Shows dissection of uterus, portion of va¬ 
gina, uterine tubes, fimbria and ovaries. The anterior wall 
of the uterus is removable exposing inner structures. The 
broad and round ligaments and the uterine artery are in¬ 
cluded. Supplied with descriptive key containing 32 refer¬ 
ences. 

*P-2085 “DURABLE” FEMALE ORGANS., each $28.00 




it 


“Durable” 
Female Pelvis 


WITH 

ORGANS 


“Durable” 
Fill Ten 
Pregnancy 


Natural size, mounted W 'if 

on polished wooden iff |f| / 

base, 24" high includ- "“Jr 

ing base. The right half | ■ f •’ 

of the lower female | j 

body with removable V 

fetus to show placenta 
and umbilical cord. A 

median section through the body reveals entire abdominal 
cavity with its organs illustrating displacement of intestines 
and contraction of bladder during pregnancy. Supplied with 
descriptive key. 

*2092 “DURABLE” FULL TERM PREGNANCY 

each $70.00 


sTANDERf Obstetrical Manikin 





Semi-flexible plastic model dissceti- 
ble into 3 pieces, natural size, mounted on polished wooden 
base, 16" high including base. The most detailed model of 
the female pelvic region available. A median sagittal section 
permits removal of the left half of the entire bony pelvis 
with fifth lumbar vertebra. The left lateral section of blad¬ 
der, uterus and rectum is detachable and illustrates in detail 
all internal and external structures including ovaries, Fal¬ 
lopian tubes, fimbria, round and broad ligaments, etc. On 
the right side the musculature of the pelvic cavity is repro¬ 
duced and the arteries, veins, nerves and ureter are shown 
in great detail. A three dimensional model for studying and 
teaching the interrelationship of the pelvic organs and other 
related structures. Supplied with descriptive key containing 
136 references. 

* P-2333 “DURABLE” FEMALE PELVIS 

with organs... each $ 90.00 


It consists of a typical gynecoid pelvis carved out of 
I wood simulating hone, mounted on adjustable metal stand, 
| and a rubber fetal head with shoulders. 

The pelvis was accurately reproduced from a speci- 
| men which was carefully selected as representing a normal 
| gynecoid female pelvis. 

The combination of the rubber fetal head and shoul- 
| ders with the pelvis permits demonstration of the median* 
| istns of labor. This manikin has proved an invaluable aid for 
| nursing school teaching in obstetrics and us an adjunct to 
| the larger type obstetrical manikin (such as the Ayers) gen- 
I orally used in medical schools and hospitals. 

I The manikin can also lie used with the fetal doll 9268 
| to demonstrate complete passage through the birth canal. 

j * A-3056 STANDER OBSTETRICAL,MANIKIN mounted on ad¬ 
justable metal stand, supplied with rubber fetal head and 
| shoulders and attached by means oj u chain .63Ch $ 53,50 

! 'A-3056 D SAME as A-3056 with 9268 Adams Improved Fetal 
Doll . each $93.50 

1 *9268/H RUBBER HEAD jor Slander Manikin, with bead chain. 
| .....each $10,00 

| tThe late Dr, H. J. Slander of the New York Hospital and Cornell 
I University Medical College. 
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ayersi Obstetrical Manikin 


I he Ayerst Manikin for the practice and demon¬ 
stration of obstetrical maneuvers. It permits the com¬ 
plete lifelike delivery of the fetal doll or of an actual 
fetal cadaver through the sponge rubber vulva with or 
without obstetrical forceps. A hinged sagittal cut and 
step pedestal mounting permit a clear view of the pas¬ 
sage of the fetus through the birth canal to a large audi¬ 
ence at lectures and demonstrations. 

The Ayers manikin is made of solid wood, 
painted in flesh color. The wooden pedestal is mahog¬ 
any stained and has a compartment for storage of the 
fetal doll and OB forceps. The abdominal and pelvic 
cavities are lined with a waterproofed leather. The 
rubber vulva is a separate part attached with rubber 
cement and screws so that it can he replaced easily after 
extensive use lias worn out this part. 

New vulvas are supplied at a nominal charge 
together with fresh cement, screws and detailed instal¬ 
lation instructions. The exchange of vulvas can be eas¬ 
ily and quickly accomplished at the college or hospital. 
The chamois leather fetal doll (9268) available for use 
with this manikin is described below. 



*9269 AYERS OBSTETRICAL MANIKIN with sagit¬ 
tal cut, rubber vulva and step pedestal mounting. 

.each $ 265.00 

*9269/1 SAME as 9269 but with 9268 Improved Fetal 
Doll . each $305.00 

* 9269/A RUBBER VULVA for Ayers Manikin .in¬ 
cluding screws, rubber cement and installation in¬ 
structions . . each $ 9.00 

tHorace E. Ayers, M.D., F.A.C.S., Professor of Obstetrics 
anil Gynecology, New York Medical College. 


To demonstrate delivery procedures the abdominal and 
pelvic cavities as well us the fetus should be lubricated with 
liquid green soap to simulate natural conditions. If green 
soap is objectionable, talcum may be used instead. 


The Ayers Obstetrical Manikin, at right, opened up for lecture or 
group demonstration. Note how the complete passage of the doll 
(No, 9268) cm be viewed from the side, permitting visible, 
demonstrations even to a large audience. 




IK 





adams Fetal Dol 


The Adams Fetal Doll with um¬ 
bilical cord and placenta is carefully 
made to reproduce the principal land¬ 
marks used in actual obstetrical deliv¬ 
ery. This doll can be used with the 
Ayers, Slander, and other obstetrical 
manikins which are so constructed as 
to permit the use of a doll with normal 
full term head measurements. 

The Doll is covered with chamois 
leather, durably stitched and rein¬ 
forced. Chamois leather is used be¬ 
cause of its durability and because it 
can he lubricated with soap and washed 
with water. The principal landmarks 
are indicated and readily identified by 
touch —fontanels, mouth, nose, eyes, 
ears, ribs and spinal column, scapulae 
and others. The outstanding feature is 
the compressible head, having a slight 
“give” made possible by special con¬ 
struction, Legs, arms and neck can be 
flexed. 


ADAMS FETAL DOLL.each $40.1 


MOTION PI C T U R E 


“OBSTETRICAL MANEUVERS ON 
THE AYERS MANIKIN” 


By Dr. Horace E. Ayers and Dr. John Mussio, New York Medical 
College. Approved by American College of Surgeons. 

A 16 nun. Kodachrome picture with sound. This film em¬ 
braces part of the teaching material used for instructing 
BtudentB and internes in various obstetrical maneuvers, 
Biicli as free hand manipulation and forceps applications. 
It also illustrates the advantage of a manikin room where 
medical students or internes can practice procedures that 
arise in every day practice of obstetrics. Finally, there is 
illustrated the delivery of the child, by the same maneuver 
as was illustrated'on the manikin. 850 feet, running time 
23 minutes. 

Rental $5.00 per week, plus transportation charges 
Selling price $150.00 per print. 
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BOTANY MODELS 


ADAMS 


Durable” Microscopic 
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bross and longitudinal sections, 
greatly enlarged, 19" high includ¬ 
ing stand. A three-dimensional 
model showing detailed tissue 
and cell structures in contrasting 
colors. Root cap; embryonic 
growth and maturation regions; 
central cylinder; cortex; epider¬ 
mis and root hairs are included. 
Supplied with descriptive key. 


*B-16 “DURABLE” Microscopic Structure of 

dicot stem ...each $32.00 


"Durable'' Microscopic Structure of LEAF, 

greatly enlarged, mounted on polished wooden base 
14%xl0%", A three-dimensional model giving a clear 
representation of the various cell structures and func¬ 
tions. The palisade cells are three inches long, The 
epidermis, stomata, a vein, intercellular spaces, etc, 
are shown in detail, Supplied with descriptive key. 


*B-8 “DURABLE” Microscopic Structure of LEAF 

each $25.00 


"Durable” Microscopic Structure of MONOCOT 

STEM, greatly enlarged, mounted on polished wooden 
base 14% x 11 x 5". A three-dimensional model of a 
typical monocotyledonous stem. It shows in great de¬ 
tail and differentiating colors the various tissues, types 
of cells, etc. in cross and longitudinal sections. Sup¬ 
plied with descriptive key. 


*B-12 “DURABLE” Microscopic Structure of 

MONOCOT STEM..each $32.00 


"Durable” Microscopic Structure of DICOT 

STEM , greatly enlarged, mounted on polished wooden 
base 16 x 12% x 6". A three-dimensional model of 
typical three year old dicotyledonous stem. Painted in 
differentiating colors to show in great detail the vari¬ 
ous structures and cells in cross and longitudinal 
sections. Supplied with descriptive key. 


*B-20 

“DURABLE” Microscopic Structure of ROOT TIP 

each $ 32.00 
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enlarged three-dimensional model is an excellent example 
of a generalized dicot ilower. It shows all of the major struc¬ 
tures. Three petals, four sepals and stamens are included. 
A dissection of the ovary reveals outer and inner integument 
of the ovule, nucellus, antipodal cells, fusion nuclei, syner- 
gids, egg cell, pollen tube entering micropyle, etc. The 
petals are removable. Supplied with descriptive key. 

*PB-23 “DURABLE” FLOWER MODEL.. ..each $75.00 


"Durable” Model of PISTIL 3 


Longitudinal section, with 
fertilized ovule, greatly en¬ 
larged, 20" high including 
stand. Supplied with descrip¬ 
tive key. 

*B-24 “DURABLE” 

Model of PISTIL 

each $ 20.00 


"Durable” Life History of 
HAIR CAP MOSS 

POLYTRICHUM 

Set of 3 models mounted on 
polished wooden base show¬ 
ing male, female and sporan¬ 
gium, the latter disseetible 
into 3 pieces. Supplied with 
descriptive key. 

*B-127 “DURABLE” 

Life History of 
HAIR CAP MOSS 

set $32,50 


wet of 3 transparent 
models showing mature 
amoeba, cell division and 
completed division. Inter- 
nal structure is clearly 
visible. Mounted in dis¬ 
play case with glass top, 
8% x!5% xl%". 


*Z-3 “DURABLE” 
Model of AMOEBA 

.set $21.00 


"Durable” HYDRA. Set of two models mounted on 

polished wooden base, 20%x7%x!8" high, showing 
longitudinal section through body and tentacles with 
well-developed bud with tentacles; and a further en¬ 
larged cross section of Ectoderm,Mesoglea,Entoderm, 
Flagella, Nematocysts before and after discharge, etc. 
The model of mature hydra includes testis, ovary, 
egg. Supplied with descriptive key. 

*Z-132 “DURABLE” HYDRA.. Set $32.50 





































“Durable" Anatomy of FROG, SM i, « n i, tg «j, 

mounted in wooden case, 16x22". A dissection show¬ 
ing detailed internal anatomy. The right half of lower 
jaw has Imen removed to illustrate head structures. 
The larynx, digestive tract, lung, heart, with blood ves- 
sets, liver, spleen, pancreas, female urogenital organs, 
ete. are included, Supplied with descriptive key. 

•Z-1719 “DURABLE” Anatomy of FROG 

each $42.00 


“Durable" Circulatory System of FROG, greatly 

enlarged, mounted on wooden base 23" high including 
stand. Heart, lungs, liver and kidneys are included. 
All major arteries (red) and veins (blue) can be 
identified. Supplied with descriptive key. 


*‘2-1721 “DURABLE” Circulatory System of FROG 

each $39.00 



“Durable” FROG Development made out of un¬ 
breakable, semi-flexible plastic. A series of 15 colored 
models mounted on 3 wooden bases showing all the 
important phases of development including progres¬ 
sive stages of cleavage, longitudinal sections of bias- 
tula, gastrula, etc. All important structures such as 
ectoderm, entoderm, mesoderm, blastocoel, blasto¬ 
pore, yolk plug, heart, brain, sucker, gill slit and many 
more art: included. Supplied with descriptive key. 

*PZ-1725 “DURABLE” FROG Development 

set $50.00 



Nervous System 
of FROG 


Greatly enlarged, mounted 
on wooden base, 23" high 
including stand. A dissec¬ 
tion of brain, spinal cord 
and nerves. All cranial and 
spinal nerves as well as the 
formation of the plexuses 
are shown. The sympathet¬ 
ic nerves and ganglia are 
included. Supplied with 
descriptive key. 


*Z-1722 “DURABLE” Nervous System of FROG 

each $39.00 
















f 141 EAST 25TH STREET • NEW YORK 


“Durable" EARTHWORM 

Matt of plastic. Two models, Ion* 

gifuclinal and rn»** •rilion* mounted on a plaque 
12*s 32", These greatly enlarged dissection* 
show trter ID ilrmiure* and organs. An invalu¬ 
able laboratory aid to guide the students in their 
diverting work. Supplied with descriptive key. 

*?Z-421 ill K MILE" EARTHWORM 

each $38.50 


“Durable” CRAYFISH 


Made of plastic. Two greatly enlarged sections of the female 
mounted on one plaque 10" x 24" showing in full detail 
digestive system, liver, heart and circulation, nerves with 
ganglia, ovary, oviducts, etc. Supplied with descriptive key. 


*PZ-54Q “Durable” crayfish. each $35.00 


“Durable" 

ANIMAL MITOSIS 

Set ft wt ®®Mj 

Made of wuii-flrxildr plastic. 
A wt of nine greatly enlarged 
models, each Jb A H 1 *' in- 
rinding base, illustrating all 
phase* of cell divi-ton. Pro- 
phase, MrUphaw. Anaphase 
and Telophase are shown in 
eonwcutivc stage' of transi- 
tiuh. Each model is on an 
individual base, 

*PZ*1 -DURABLE” 

AMMAI, MITOSIS 

set $70.00 


Made of setni-flexihle plastic. 
A set of nine greatly enlarged 
models, each 4^4” x W * n- 
eluding base, illustrating Re- 
ductional Cell Division. An 
excellent aid for students to 
comprehend this difficult sub¬ 
ject. Each model is on an in¬ 
dividual base. Supplied with 
descriptive key. 


*PZ-2 “DURABLE” 

animal meiosis 

set $70.00 


"Durable” 
ANIMAL MEIOSIS 

Set of nine models 


“Durable” PERCH 

Made of plastic mounted on plaque. An enlarged detailed 
dissection of a typical bony fish revealing all the intricate 
internal structures. Each system is clearly differentiated by 
color contrast. Supplied with descriptive key. 

*PZ’1623 “durable” perch. each $33.00 


ADAMS SEALING CEMENT For permanent setting of glass lids on to Museum Jars 

Ah »pk!l bmt ‘fating moral which is not affected by formalin, glycerin, Kaiserling’s, or alcohol solutions. Cannot he 
™ roc,i ; ?! (arlififiaI oiI <d Wintergreen). Ready for use when heated in container, Flexible when 

hard, iltwng far ttpueion and contrarlion caused by temperature changes. Will not ran even at tropical temperatures 


ADAMS SEALING CEMENT, approximately 6 ounces in metal container. 
Stftmi far mling 75 average jars . 


. .each $1.60 


CHART MOUNTINGS 

The charts shown on the following pages are avail¬ 
able in the three types of mounting described below: 

Except the small Bachin charts, and charts 7000, 7 J30X, 7S61. 


ill! WOOD ROLLER MOUNTING (Symbol:C) 

Charts are mounted on muslin with wood rollers top 
and bottom, These are rolled up by hand, icith a 
cord for tying, and a loop for hanging when opened. 
Wood Roller mounting is recommended only when 
charts are used for infrequent demonstrations. 
Charts so mounted tend to become soiled and worn 
with repeated use, 


{SPRING ROLLER MOUNTING 


Charts are mounted on muslin with a 45%" spring 
roller on top and a wood roller at the bottom. On all 
45%" Spring Roller mountings there is a blank ex¬ 
tension above the chart to permit complete unrolling 
and a strip of plastic cloth at the bottom to protect 
the chart when rolled up. Charts on Spring Rollers 
may be mounted in groups in Chart Cases Style A 
(see below). 

Michel charts, mounted on 37%* Spring Rollers 
only, have no blank extension or protective plastic 
at the bottom. They can be used on Michel Chart 
Board (7540/B), but not in Chart Cases. 

For greater economy of time and money, we recom¬ 
mend charts with Spring Roller mounting because 
they are instantly available for demonstration, roll 
up automatically, require less handling, and outlast 
charts with Wooden Roller mountings by many years. 


ANATOMY CHARTS 


(Symbol: S) 



CHART CASES (style A shown above) 
Chart Cases are constructed of oak, 3 x Zg", in 
natural finish to match modern school room decor, 
They are available in two styles: Style A accommo¬ 
dates Spring Roller mounted charts directly. Style B 
accommodates the charts in their Metal Chart Hold¬ 
ers, If it is desirable to remove the Charts from the 
Chart Case for use in other rooms, the latter style 
should be ordered. 

Each Chart Case is supplied to ith a pointer, 


CHART CASES, STYLE A 

for Charts mounted on Spring Rollers 


‘7550-06/4 

Case to hold 4 Charts 

ea. $ 13.00 

*7550-06/6 

Case to hold 6 Charts 

14.00 

*7550-06/8 

Case to hold 8 Charts 

15.00 

*7550-06/10 

Case to hold 10 Charts 

16.00 



[gSPRING ROLLER, with METAL CHART HOLDER (SB) 

Spring Roller mounted charts may be inserted in a 
Metal Chart Holder (sometimes known as “Chart 
Board”). Holder is of enameled steel, 46\i *2%", 
with rolled edges and two holes in the top edge for 
tvall suspension from hooks which are supplied. 
These Chart Holders can also be attached to Chart 
Stand, or inserted in groups into Chart Cases Style 
B (see below). Metal Chart Holders may be pur¬ 
chased separately; see prices at right. 


CHART CASES, STYLE B 

for Spring Roller mounted Charts in Metal Chart Holders 
‘7550-06R/4 Case for 4 Charts in Holders ea. 13.00 

'7550-06R/6 Case for fi Charts in Holders 14.00 

*7550-06R/8 Case for B Charts in Holders 15.00 

*7550-06R/T0 Case for 10 Charts in Holders 16.00 

‘755Q/X2 CHART STAND ea. 11.00 

Heavy-duty all metal collapsible Tripod Stand for dis¬ 
playing individual 451 / 2 " Spring Roller mounted Charts 
in Meta! Chart Holders. The Stand may be extended to a 
height of 71/2 ft. 

ILLUSTRATED ON PAGE ISO 

’7550/X45 METAL CHART HOLDER ea. 1.75 

(described at left, under “3") 

•7540/B MICHEL CHART BOARD ea. 1.75 

This is a walnut stained wooden wall plate, 40 X 4", with 
a bracket on each end to receive the 37%" Michel Spring 
Roller mounted Chart. Two screw eyes and two hooks are 
supplied for suspension. This mounting cannot be used 
with Chart Stand or Chart Cases. 
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Insets of liver, pancreas and duodenum; mi¬ 
croscopic detail of stomach wall; circula¬ 
tion; cecum and appendix; upper ileum; 
jejunum; course oj digestive tract; rectum, 

’7558/C Wood Roller Mounting $ 12,75 
•7558/S Spring Roller Mounting 14.75 
•7558/SB Same, with Chart Holder 16.25 


Mlwffiliaalil 


Relationship oj endocrine glands to other 
body structures. Insets; gross and micro¬ 
scopic anatomy oj pineal, hypophysis (pitu¬ 
itary,), thyroid, parathyroid, thymus, adre¬ 
nal, pancreas, ovary and testes. 

•7559/C Wood Roller Mounting $12.75 
•7559/S Spring Roller Mounting 14.75 
•7559/SB Same, with Chart Holder 1B.25 


Includes insets on pregnancy 

•7560/C Wood Roller Mounting $12.75 
*7560/S Spring Roller Mounting 14.75 
'7560/SB Same, with Chart Helper 16.25 





























Anterior view and transverse section through 
head shorn eyes from above, optic nerves 
and course of nerve tracks in brain. 30x42", 


Three sagittal sections through orbit and 
eyeball illustrating normal vision, myopia, 
hyperopia and the correction oj the latter 
l conditions by eye glasses, 30x42". 


The heart opened to show the jour cham¬ 
bers, Arrows indicate flow oj blood. Insets 
show vulvas, anterior and posterior view oj 
heart. 30x42". 


’7521/C Wood Roller Mounting $8.25 
’7521/S Spring Roller Mounting 11.25 
’7521/SB Same, with Chart Holder 12.75 


’7522/C Wood Roller Mounting $8.25 
’7522/S Spring Roller Mounting 11.25 
7522/SB Same, with Chart Holder 12.75 


’7523/C Wood Roller Mounting $8.25 
’7523/S Spring Roller Mounting 11.25 
7523/SB Same, with Chart Holder 12.75 


CHICK CHARTS 


LITHOGRAPHED IN COLOR 

except 7534, which Is In black and white 



Includes special illustrations oj open 
trachea; liver with gall bladder and duo¬ 
denum showing gall stones and duodenal 
ulcer; mesentery; intestinal villus; stomach 
with peptic ulcer; constriction oj stomach 
during digestion, 32x44". 


Microscopic details oj structure. 32X42", 

’7527/C Wood Roller Mounting $8.25 
’7527/S Spring Roller Mounting 11.25 
’7527/SB Same, with Chart Holder 12.75 


Sensory areas and distribution oj Vagus 
Nerve. Small illustrations depict median 
sagittal section, horizontal section and Base 
oj Bruin with Cranial Nerves. Dissection oj 
Spinal Cord section is also included. 

36X52", 


’7525/C Wood Roller Mounting $8.25 
’7525/S Spring Roller Mounting 11.25 
’7525/SB Same, with Chart Holder 12,75 


For detailed description of various types of 
chart mountings, see introductory page 181. 


’7529/C Wood Roller Mounting $10.50 
’7529/S Spring Roller Mounting 13.50 
’7529/SB Same, with Chart Holder 15.00 
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Illustrates skeleton, circulatory system and 
viscera in true topographic position. 29x54". 

’7532/C Wood Roller Mounting $10.50 
’7532/S Spring Roller Mounting 13.50 
’7532/SB Same, with Chart Holder 15.00 


Illustrates skeleton, central nervous system, 
viscera in topographic position and muscles 
oj extremities, 29x54". 

’7533/C Wood Roller Mounting $10.50 
’7533/S Spring Roller Mounting 13.50 
’7533/SB Same, with Chart Holder 15.00 


SCHICK CHARTS, CONTINUED 


Trunk showing thoracic duct and major 
lymph nodes with insets oj cross section oj 
lymph node ; lymph vessel, capillary plexus, 
lymph node with vessels; lymphatic system 
oj intestinal wall; intestinal villus; skin; 
pharyngeal and oral cavity; stomach, liver 
and colon; pancreas, duodenum, small in¬ 
testine and mesentery. 29x54". 

•7538/C Wood Roller Mounting $10.50 
’7538/S Spring Roller Mounting 13.50 
’7538/SB Same, In Chart Holder 15.00 


Details oj outer, middle and inner ear structure with 
Eustachian tube and inset oj bony labyrinth. 42x30". 

’7526/C Wood Roller Mounting $8.25 
’7526/S Spring Roller Mounting 11.25 
•7526/SB Same, with Chart Holder 12.75 


Two large illustrations, one showing: location oj urinary 
organs in relation to other structures; the other: longitu¬ 
dinal section through kidney revealing blood supply and 
microscopic architecture. Insets oj renal corpuscle, kidney 
with stone in pelvis, kidney oj alcoholic and injlamed 
kidney are included. 42x32". 

’7530/C Wood Roller Mounting $8.25 
’7530/S Spring Roller Mounting 11.25 
’7530/SB Same, with Chart Holder 12.75 
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CONTINUED 




Central figure shows frontal section through mouth; Two 
median sections indicate position of larynx and pharynx in 
swallowing! Three views oj vocal cords through laryngeal 
mirror, and three aspects of mouth and throat illustrate 
changes due to diphtheria, tonsillitis and fungus injection 
(Aidum Albicans), 42x32", 

*7531/0 Wood Roller Mounting $ 8,25 
*7531/5 Spring Roller Mounting 11.25 
*7531 /SB Seme, with Chari Haider 12.75 



Dissection oj internal jetnale organs; two median sagittal 
sections, one through non-pregnant female pelvis and one 
through pelvis immediately ajter delivery; also pregnancy 
at term. 42x32". 

*7534/C Wood Roller Mounting $8.25 
*7534/5 Spring Roller Mounting 11.25 
*7534/SB Same, with Chan Holder 12.75 



Top figure shows median section through 
head and orguns oj thorax including micro¬ 
scopic. structure oj alveoli. Bottom illustra¬ 
tions depict frontal section through head; 
median sagittal section through head and 
chest; section through nose ami throat oj in¬ 
dividual with head cold and sinusitis; longi¬ 
tudinal section through injlanml trachea 
and bronchi, 27x42". 


•7536/C Wood Roller Mounting $ 10.50 
*7536/5 Spring Roller Mounting 13.50 
•7536/SB Same, with Chart Holder 15.00 



■i 

Central figure! location oj ductless glands. 
Insets; pineal, pituitary, thyroid, adrenal 
glands, ovary and testicle. A diagram of en¬ 
docrine interrelations is included. 27X40". 

•7539/C Wood Roller Mounting $10.50 
•7539/S Spring Roller Mounting 13.50 
•7539/SB Same, with Chart Holder 15.00 
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SCHICK CHARTS, CONTINUED 



Upper section; development. Lower part: Hematocrit 
tube with normal blood cell volume: junction oj alveo¬ 
lus; blood chart showing compatibility oj 4 blood 
types; junction oj while cells in skin and capillary 
blood vessel in inflammation. 35x45". 

•7537A/C Wood Roller Mounting $11.25 
•7537A/S Spring Roller Mounting 14.25 
•7537A/SB Same, with Chart Holder 15.75 








Eleven microscopic fields showing: normal blood; 
macrocytic hyper chromic anemia; microcytic hyper- 
chromic anemia; congenital hemolytic anemia; lead 
poisoning; sickle cell anemia; erythroblastosis jetalis; 
injections mononucleosis; chronic lymphatic leukemia; 
chronic, myelogenous leukemia; chronic acute leuke¬ 
mia. Next to each field is illustrated microscopic ap¬ 
pearance oj bone marrow, red blood cell us well as 
hematocrit lube with blood cell count for cueh condi¬ 
tion- 35x45", 

•7537B/C Wood Roller Mounting $11.25 
•7537B/S Spring Roller Mounting 14,25 
•7537B/SB Same, with Chart Holder 15.75 




OF HUMAN ANATOMY 


® Very accurately lithographed in It colors on ex¬ 
cellent paper, 

#49 detailed color-true charts; 23 scale drawings, 

@ 33 illustrations showing the endocrine system. 

© Nomenclature appears on the same pages as the 
charts. 

© Convenient pocket size: 88 pages, 8]i x 5 14 ", 

# Charts by Franz Frohse of the University of Ber- 
lin; Max Brodel and Leon Schlossberg of Johns 
Hopkins University. 

® Explanatory text and editing by Dr. Jesse Feiring 
Williams of Columbia University. 



Description of the endocrine glands by Dr. 
Charles F. Geschickter, 


Lowest price of any comparable Atlas, 


The Frohse Atlas is an excellent, inexpensive ref¬ 
erence work for students and professional men 
as well as the laity. It is particularly effective 
when used in conjunction with the Frohse Anat¬ 
omy Charts. The combined use of the Atlas and 
the Charts integrates the lecture demonstrations 
with study ut home. It will serve the students not 
only during their course of study but often after¬ 
wards for review of anatomy and ready reference. 

The Atlas covers the entire human body with ac¬ 
curacy and richness of detail found elsewhere 
only in the Frohse Anatomy Charts themselves. 
It presents: the Skeleton, Musculature, Nervous 
System, Head, Base of Brain, Base of Skull, Cir¬ 
culatory System, Heart, Viscera of Chest and Ab¬ 
domen, Alimentary Tract, Neck, Mouth and law, 
Ear, Eye, Urogenital Organs and the Endocrine 
System. All Charts are authoritatively edited and 
arranged in logical sequence. 



'7802/X Frohse Atlas of Anatomy ea. $ 2.25 doz. $ 22.50 
























Two-thirds lifesize, shows arteries, veins, nerves in the central 
figure, A lifesize illustration of head and neck shows blood and 
nerve supply to teeth, the anatomy of the bruin and origin of the 
12 cranial nerves, Also: a complete trunk with anterior wall re¬ 
moved, exposing viscera; full sized sympathetic nervous system; 
two illustrations of the heart; three views of the eyeball; three 
microscopic illustrations showing the capillary circulation and 
nerve time, Names of structures are labelled on chart, 

•7541/C Wood Roller Mounting $9.00 

*7541/S Spring Roller Mounting, 37</a" 10.50 

*7541/SF Spring Roller Mounllna, dS 1 /!' 1 ! 14.25 

*7541/SB Spring Roller, 37'/2" with Chart Holder 12.00 

’7541/SFB Spring Roller, 45VV' with Chart Holder* 15.75 


Two complete figures two-thirds natural size giving a front and 
rear view showing superficial muscles on one side and deep mus¬ 
cles on opposite side, Ten insets show the muscles of the foot, 
hand, throat and eye, with a life-sized head and neck showing 
deep muscles, Nomenclature is labelled directly on the chart. 

*7542/C Wood Roller Mounting $0.00 

*7542/5 Spring Roller Mounting, Ws." 10.50 

•7542/SF Spring Roller Mounting, 45Va"t 14.25 

‘7542/SB Spring Roller, 37>/a" with Chart Holder 12.00 

*7542/SFB Spring Roller, 45'.'a" with Chart Holder! 15,75 


MICHEL CHARTS 


' hU .tV. 11-.. 


IN COLOR • SIZE 32 " i 44 '' 


51 illustrations show the phenomenon of the development of hu¬ 
man fetus from conception to birth. Included are illustrations of 
weekly stages of facial development; the gravid uterus; dissection 
of internal female organs. Sagittal median section through non¬ 
pregnant and full term female pelvis. Nomenclature is labelled 
directly on the chart. 


© 0 u. J. 


*7545/C Wood Roller Mounting $11.00 

*7545/5 Spring Roller Mounting, 37Va" 1250 

*7545/SF Spring Roller Mounting, 45Vs"t 16.50 

*7545/SB Spring Roller, 37'V' with Chart Holder 14.00 

*7545/SFB spring Roller, 45Vj" with Chart Holder! 16,00 

tFits Chart Case 7550-06 

W Chart Case 7550-06/1 ami Chart Stand 7550/X2 
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Publllhod by Dr. fi. H. MIOHEL & CO, 



OSTEOLOGY 


SPINE and SPINAL NERVES 


Central figure slioivs anterior view of entire male skeleton includ¬ 
ing position of internal organs of thoracic cavity. Insets depict 
lateral view of skull; spinal column; five types of vertebrae; pos¬ 
terior aspect of skeleton; female pelvis; microscopic structure of 
bone in longitudinal and cross section; sagittal sections through 
shoulder, elbow, hip, knee, and ankle joints with muscle tissue; 
ligaments of ankle joint. Names of structures are labelled directly 
on the chart, 


Two lifesize illustrations of anterior and lateral view of complete 
spinal column ivith spinal nerves including formation of cervical, 
brachial, lumbar and sacral plexuses. Eight additional insets illus¬ 
trate fifth cranial nerve with ganglia; cross section through spinal 
cord; sympathetic nervous system; microscopic structure of cere¬ 
bral and spinal nerve cells; skull; male and female pelvis. No¬ 
menclature is labelled directly on the chart. 


‘7546/C Wood Roller Mounting $9.00 

‘7546/S Spring Roller Mounting, 37'/a" 10.50 

’7546/SF Spring Roller Mounting, 45V2"+ 14.25 

‘7546/SB Spring Roller, 37 V 2 " with Chart Holder 12.00 

•7546/SFB Spring Roller, 4 SV 2 " with Chart Holder! 15.75 


*7543/G Wood Roller Mounting $9.00 

‘7543/S Spring Roller Mounting, 37Vi" 10.50 

‘7543/SF Spring Roller Mounting, 45 V2"t 14.25 

‘7543/SB Spring Roller, hVh" vflth Chart Holder 12.00 

‘7543/SFB Spring Roller, 4S'/2" with Chart Holder! 15.75 


Complete set of 5 MICHEL charts 


CHART STAND 


Heavy-duty all metal collapsible 
Tripod Stand for displaying indi¬ 
vidual 45Vs" Spring Roller 
mounted Charts in Metal Chan 
Holders. The Stand may be ex¬ 
tended to a height of 716 ft, 


‘7540-06/5 

Charts on 4516" Spring Rollers, in Chart Case 

set $ 87.50 


‘7540-06R/5 


Same, with Chart Holders, in Chart Case 


set $ 95.00 


‘7550/X2 


ea. $11.00 


tFits Chart Case 7550-06 

tFits Chart Case 7550-Q6/R ami Chart Stand 7550/X2 
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On the main figure most of skin and fatty tissue has 
been removed to expose superficial lymph glands, ves¬ 
sels and veins as well as deep lymphatic structures in 
some areas. The anterior thoracic and abdominal wall 
including visceral contents have been removed to show 
most important lymph trunks, glands and vessels. Addi¬ 
tional illustrations show lymphatic system of stomach, 
pancreas, spleen and biliary tract; posterior wall of 
abdominal cavity, female pelvis and inguinal region; 
small intestine; transverse section of hypogastric lymph 
gland. Structures labelled directly on chart in small 
type, Metal bound top and bottom. 

‘7575X.Lymphatic System (20 x 26").$3.00 


BACHIN CHARTS 




mm 
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Central figure shows nervous system in relation to skele¬ 
ton. Central nervous system indicated in yellow, the sym¬ 
pathetic in white and the parasympathetic in light blue. 
Some of major blood vessels are included in important re¬ 
gions to show relation to the nerves. Additional illustra¬ 
tions depict cross section through spinal cord and column 
between third and fourth cervical vertebrae; a posterior 
view of thoracic section with spinous processes removed; 
anterior aspect of thoracic vertebral section and ribs with 
intercostal nerves; inferior view of brain with cranial 
nerves; lateral view of cervical vertebrae with base of 
skull; sagittal section of female pelvis. Structures labelled 
directly on the chart. 36x67". 






NERVOUS SYSTEM 

*7573/0 Wood Roller Mounting $ 16.00 
*7573/8 Spring Roller Mounting 19.00 
*7573/SB Same, with Chart Holder 20.50 


§ilm£ ('! 4. • .\.;j 


The arteries and veins are shown in relationship to the 
skeleton. One side shows primarily the arterial, the other 
the venous circulation. The heart, stomach, and part of in¬ 
testinal tract are included. Insets illustrate blood supply 
of female pelvis, dorsal surface, of hand, plantar view of 
foot. Structures are labelled directly on chart, 34x67". 
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CIRCULATORY SYSTEM 

•7574/C Wood Roller Mounting $ 17.75 
•7574/S Spring Roller Mounting 20,75 
♦7574/SB Same, with Chart Holder 22.25 
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BACHIN CHARTS, CONTINUED 
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Front, side and rear views clearly illustrate all skeletal 
structures in excellent detail. The ligaments are shown 
on right side of skeleton. Insets illustrate anatomy of 
long bone, ossicles, superior and inferior views of hand 
and foot including ligaments; also anterior and pos¬ 
terior aspect of Imee joint with ligaments. Nomencla¬ 
ture is printed on chart in small type. Metul bound top 
und bottom. 

*7571.Skeletal System (20x26").$2.50 
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Front and rear views, each showing superficial muscles 
on left and deeper muscles on right, All the layers of 
the anterior thoracic and abdominal walls are revealed. 
Insets show details of hand and foot, the diaphragm, 
posterior abdominal wall nnd pelvis. Structures are 
labelled directly on the chart in small type. Metal 
bound top and bottom. 

*7572.Muscular System (20x26").$2.50 
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Main figure shows central (in yellow) and autonomic 
(in white) nervous system in relation to skeleton. In¬ 
sets illustrate base of brain with cranial nerves; a dis¬ 
section of mid-brain, medulla oblongata, spinal cord 
and nerves; section of thoracic vertebra and ribs with 
inter-costal nerves, cross section through spinal cord 
between third and fourth cervical vertebrae; sagittal 
section of female pelvis. Nomenclature is printed on 
chart in small type. Metul bound top und bottom. 

*7573X.Nervous System (20x26").$3.00 


Right side of central figure shows primarily arterial 
and left side venous circulation. Digital and tourniquet 
pressure points are clearly indicated, Insets illustrate 
four different heart dissections; arteries of brain; vas¬ 
cular system of female pelvis; abdominal viscera with 
aorta and its branches, portal vein with its tributaries. 
Nomenclature is printed on chart. Metal bound top 
and bottom. 

*7574X Circulatory System and Viscera (20 x 26") $ 3.00 
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Printed in color, Names of structures 
included on bottom of chart. Mount¬ 
ed on muslin bached paper with 
metal binding top and bottom. 

18X24", 


One-half of chart shows organs of sense, 
the other half those of thorax and ab 
domen. Printed in color. 36 x 49 


ORGANS of the BODY 


’7752X/C Wood Roller Mounting $7.70 
‘7752X/S Spring Roller Mounting 10,70 
•7752X/SB Same, with Chart Holder 12,20 



This black and white chart is produced 
from actual photographs, and illustrates 
the stages of development from 14 days 
to full term. 32x45". 


development or the human foetus 
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each a direct photo graph from, 
the prepared microscope slide 
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We welcome suggestions for additions to the Medichrome col¬ 
lection. Our expert staff of medical photographers is available 
for collaboration in the development of new series . 
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Make available, and permit dissemination of scientific data 
produced by leading world authorities — material which 
would otherwise not be generally available 

Present easily retained, vivid visual images ... permit more 
thorough and rapid coverage of subject matter 

Microscopic, as well as gross subjects can be demonstrated 
simultaneously to entire class — focusing attention on 
pertinent features 

Easy to use ... require only portable projector and screen for 
lecture work — for individual study, only desk viewer needed 

Furnished either hound between glass in aluminum 
Medichrome Slide Binders, or in cardboard Readymounts, 
as shown below 


Brief descriptions of each complete Medichrome Series are 
presented on the following pages. All orders for Medichromes 
are accompanied by more detailed descriptions of individual 
slides. In addition, a syllabus is available for several Series as 
indicated on the following pages. These syllabi provide more 
comprehensive information on those Series whose subject mat¬ 
ter is inherently more complicated or technical in nature. 

Upon request, we shall be pleased to send a detailed descriptive 
listing of individual slides in any Series selected. 


“MEDICHROME” BINDER, Class and Aluminum 


Cardboard “READYMOUNT” 


PRICES for complete Series are shown under the listings on the 
following pages. In addition, individual slides are available at 
the prices noted below. 

*$1.50 per slide bound between glass in aluminum Medichrome 
Slide Binders {see page 202 for description of Binder) 
*$1.25 per slide bound in cardboard Readymounts 

QUANTITY DISCOUNTS: 50 SLlDES-5%, 100 SLIDES-10% 
























































Series MH2 

STACKPOLE-LEAVELL SELECTION 


Series MB2 
VIROLOGY 
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MH3/£0, 

Section through 
Nasal Cavity. 


Series MH3 

GROSS AND MICROSCOPIC ANATOMY 

Fresh autopsy specimens at various 
magnifications of the same subject from 
gross photographs to high power photo¬ 
micrographs. 

Made with the cooperation aft 

Dr. JOSEPH PICK, Dept, of Anatomy, 
New York University, College of 
Medicine, Nctv York City, 

Complete set: 543 slides 

* In MEDICHROME binders $689.61 

* in READYMOUNT binders 575.58 


Series MH 
NORMAL HISTOLOGY 

Photomicrographs of sections on cell 
structure, cell division, epithelium, con¬ 
nective tissue, blood adipose-cartilage- 
bone-muscle, heart, nerve tissue, glands; 
circulatory, digestive, hepatic, respira¬ 
tory, endocrine, and urinary systems; 
reproductive system-male and female; 
tegument; eye, ear, and nose. 

il lade with the cooperation oj i 

Ur. RAMON CAHTUOVIEJO, The Eye 
Institute, Presbyterian Hospital, N.Y.C, 
Urn. MOSEH DIAMOND and 
DANIEL ZLSKIN, Columbia Univ. Col¬ 
lege of Dentistry, N.Y.C, 

Dr. S. R. DETWILF.lt, Columbia Univ. 
College of Physicians and Surgeons, 
N.Y.C. 

Dr. ADOLPH ELWYN, Columbia Univ, 
College of Physicians and Surgeons, 

tux, 

Dr. S. I. KORNHAUHER, University of 
Louisville, Ky, 

Dr. WENDELL J, S. KIIIEG, Institute 
of Neurology, Northwestern Univ . 
School of Medicine, Chicago, III, 

Dr. JOSEPH PICK, N.Y.V. College of 
Medicine, I N.Y.C, 

Dr. NATHAN ROSENTHAL (deenaned), 
Mount Sinai Hospital, N.Y.C, 

Complete set: 1105 slides 

* in MEDICHROME binders $ 1,326.00 

♦ in READYMOUNT binders 1,105.00 


Gross photographs and photomicro¬ 
graphs on histology and anatomy to 
accompany Kimber, Gray and Stack- 
pole “Textbook of Anatomy and Physi¬ 
ology” published by The Macmillan 
Company. Included are diagrams taken 
from this book. Series can he adapted 
for use with any textbook on anatomy 
and physiology. 

Made with the cooperation oj: 

CAROLINE E. STACKPOLE and 
HJTIE C. LEAVELL 

Complete set: 163 slides 

* in MEDICHR0ME binders $220.05 

* in READYMOUNT binders 182,56 

Syllabus for above scries 1.00 


Series MK 

BACILLARY DYSENTERY 


Photomicrographs and photographs of 
specimens, cultures, charts, X-rays in 
color and black and white. 

Subject matter of this scries is covered 
in “Bacillary Dysentery, Enteritis, and 
Colitis” by Dr. Joseph Felsen, pub¬ 
lished by W. B. Saunders Company. 

Made with the cooperation of: 

I)r, JOSEPH FELSEN (deceased), 
lute Director of the Dysentery Registry, 
Bronx Hospital, Nate York, N, Y, 

Complete set: 106 slides 

4 in MEDICKR0ME binders $143.10 

* in READYMOUNT binders 118.72 

Syllabus for above series 1.00 


MK/64. 
Perforation in 
ulcerative 
colitis. 


Series MB 
BACTERIOLOGY 


Photomicrographs, colonies, cultures 
and clinical photographs. 

Made with the cooperation of: 

Dr. GREGORY SllWAHTZMAN, 

Mount Sinui Hospital, N.Y.C, 

Complete set: 183 slides 

* in MED ICHROME binders $247.05 

* in READYMOUNT binders 204.96 


Photomicrographs, electron micro¬ 
graphs and clinical photographs. 


Made with the cooperation of: 

Dr, J. EMERSON KEMPE, Univ, of 
Illinois College of Medicine, Chicago, 
III, 


Complete set: 73 slides 

«in MEOICNROME binders 
4 In READYMOUNT binders 


$103.66 

86.87 


SEE ALSO series MT Tropical Diseases, 
MS I Medical Mycology (under Derma¬ 
tology) and MOB Bacteriology of the 
Eye (under Ophthalmology). 
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BIOCHEMIST 


MBC (MB/199.0) 
Wossormann 
Tost showing 
control and 
two 4 plus 
reactions. 


Series MBC 
BIOCHEMISTRY 


A selection of approximately 530 slides 
from various Medichrome series. 


Being compiled with the eooperation of: 
Prnfeumr T, I), HICKEY, Dept, of 
Biochemistry, University of Missouri, 
Medical Center, Columbia, Missouri, 


In preparation. 
Prices on request. 


Series MBH 

WECKSTEIN SELECTION FOR BIOLOGY 

A selection, from various Medichrome 
series, of photomicrographs, X-ruys, 
black and white photographs, clinical 
photographs, charts, gross specimens, to 
accompany Weckstein-Poster “Directed 
Activities in Biology” published by 
Oxford Book Company. Slide collec¬ 
tion can be adapted for use with any 
textbook on Biology. 

A/ndfl with the cooperation oft 

Dr, A. M, WECKSTEIN, Barringer 
High School, Newark, N. ], 

Complete set: 530 slides 

* in MEDICHROME binders $673.10 

* in READYMOUNT binders 561.80 


botany 


Series MBT 
BOTANY 

Photomicrographs'on^general botany 

covering all important structures of 
plant life from the primitive to the 
more highly developed species. 

Made with the cooperation of • 

Br ’ D ' A ' JOHANSEN, Pomona, Calif, 

Complete set7To3slide7 

* in MEDICHROME binders $139.05 

* in READYMOUNT binders 115.36 


CHARTS 


Made with the cooperation of: 

Dr. FRANKUN H. TOP, Dept , of 
Hygiene and Preventive Medicine, 
Stale University of Iowa. 

Complete set: 178 slides 

* in MEDICHROME binders $ 240.30 

* in READYMOUNT hinders 199,36 

Syllabus for above series 1.00 


SEE ALSO series MTB Tuberculosis. 
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Delivery 
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presentation. 


Series M7775 

SCH ULTZE OBSTETRI CAL CHARTS 

Photographs of charts on OB anatomy, 
development of fetus, fetal positions, 
delivery and circulation. 

Complete set: 20 slides 

4 in MEDICHROME binders $30.00 

v in READYMOUNT binders 25.00 

Syllabus for above series 1.50 


Series M7476 
STRUMPELL AND JACOB 
NEUROLOGY CHARTS 

Gross and microscopic dissections of 
brain and spinal cord-sensory areas, 
development of brain and autonomic 
nervous system. 

Complete set: 21 slides 

4 in MEDICHROME binders $31.50 
4 In READYMOUNT binders 26.25 
Syllabus far above series 2.50 


COMMUNICABLE 
DISEASES I 


Series MC 

COMMUNICABLE DISEASES 

Clinical photographs of major com¬ 
municable diseases. Subject matter is 
covered in “Communicable Diseases” 
by Dr, Franklin H. Top, published by 
C. V. Mosby. 


Series MCY 

Gastric, Tracheob ronchial and Prostatic 
CYTOLOGY SMEARS for CANCER 
DIAGNOSIS 

(PAPANICOLAOU STAIN) 

Photomicrographs of cytological 
smears illustrating pre-cancer, early 
cancer and cancer cells. 

Made with the cooperation of: 

Dp, J. ERNEST AYRE, Director, 

Cancer Institute at Miami, Cancer 
Research and Cytology Center, 

Miami, Fla, 

Complete set: 54 slides 

4 in MEDICHROME binders $76.68 

* in READYMOUNT binders 64,26 


Series MG3 

Vaginal and Cervical CYTOLOGY 
SMEARS for Uterine Cancer Diagnosis 
(PAPANICOLAOU STAIN) 

Photomicrographs of biopsies and cerv¬ 
ical scrapings, and clinical photographs 
of cervix. 

Made with the cooperation of: 

Dr. J. ERNEST AYRE, Director, 

Cancer Institute at Miami, Cancer 
Research and Cytology Center, 

Miami, Fla, 

Complete set: 150 slides 

4 in MEDICHROME binders $ 202.50 
4 in READYMOUNT binders 168.00 


SEE ALSO series MG Vaginal Smears, 
MG2 Breast Pathology and MG4 Pathol¬ 
ogy of Uterus, Tubes, Ovary (under 
Obstetrics and Gynecology). 



MG3/I02. 

Bizorre cancer 
cell with 
unusual nuclear 
formation. 


DERMAmmtM 


Series MS 

SKIN NEVi A ND CANCER 

Photomicrographs representing a 
course given by Dr. Fred W. Weidman 
under the auspices of the American 
Academy of Dermatology and Syphi- 
lology. Syllabus was reprinted by per¬ 
mission of American Registry of Pa¬ 
thology. 

Complete set: 45 slides 

4 in MEDICHROME binders $67.50 

4 in READYMOUNT binders 56.25 

Syllabus for above series 1.00 


Series MS2 

DERMATOLOGY AND SYPHIL0L0GY 

Clinical photographs of venereal and 
non-venereal skin diseases including 
neoplasms. 

Made with the cooperation of: 

Prof. FRANK C, COMBES and 
Prof. F. REISS, N. Y. U. College of 
Medicine f Dr. HERMAN GOODMAN 
and Dr, THEODORE ROSENTHAL. 

N, Y. C, Dept, of Health; Prof, 
ROBERT STOLAR, Georgetown Univ, 
Medical School, Washington, D.C. 

Complete set: 385 slides 

4 in MEDICHROME bindors $519.75 

4 in READYMOUNT binders 431.20 

Syllabus for above series 2.00 


Series MS3 

HIST0PATHOL0GY OF SKIN 

Photomicrographs of inflammations, 
metabolic dermatoses, malformations, 
new growths and diseases due to virus, 
bacteria, fungi, protozoa, 

Made with the cooperation of: 

Dr. GEORGE Ml. MaoKEE and 
Dr. CHARLES F. SIMS, JV. Y. Skin and 
Cancer Unit of Post-Graduate 
Medical School,'Columbia Univ,, 

N.Y.C, 

Complete set: 153 slides 

4 in MEDICHROME binders $ 206.55 
•tin READYMOUNT binders 171.36 

Syllabus for above series 1.00 


Series MS4 
MEDICAL MYCOLOGY 

Clinical photographs, colonies, cul¬ 
tures, photomicrographs and gross 
pathology of superficial and deepseated 
fungus infections. 

Made with the cooperation of: 

Dr. RHODA W, BENHAM (deceased), 
Columbia Univ* College of Physicians 
and Surgeons, N, T, C. 

Complete set: 138 slides 

4 in MEDICHROME binders $ 186.30 
4 in READYMOUNT binders 154.56 
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EMBRYOLOGY 


HEMATOLOGY 
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Series MS5 

NUTRITIONAL DEFICIENCY DISEASES 

Clinical photographs of sldn, eye, 
mouth and other lesions resulting from 
nutritional deficiences. 

Made with the cooperation nj i 

DivNORMAN JOU1FFE, Nutritional 
Division of City Health Clinic, 

N'Y.C. 

Complete set: 81 slides 

iK in MED (CHROME binders $115.02 

m in RHADYMOUNT binders 96.39 
Syllabus for above series furnished 
without charge 


Series ME 

EMBRYOLOGY OF THE CHICK 

Photomicrographs of whole mounts of 
chick (some injected) with incubation 
period of 15-96 hours. 

Complete set: 16 slides 

* in MED ICHROME hinders $24.00 

* in READYMOUNT hinders 20.00 


* 


MR/23.1. 

Coolov's 

ig-W Anemia after 
-v* i splaonectomy. 
:43> ■ }) Blaod. 


ME2/1. 

Mstencephalon 
and thin roof 
of myolan- 
cspliaion. 


Series MR 
HEMATOLOGY 

Photomicrographs on the normal and 
pathological histology of the blood. 

Matin with the cooperation tij t 

Dr. NATHAN ROSENTHAL 
(decomtl) Mount Sinai Hospital, 

New York City, 


Complete set: 130 slides 

* in MED1CHR0ME binders 

* in READYMOUNT hinders 


$175.50 

145.60 


MS6/2B. 

Acanthosis 

Nigricans. 

Necropsy 

specimen. 


Series MSG 

MISCELLAN EOUS DERMATOSES 

Photomicrographs dealing with histo- 
pathology of simple retrograde proc¬ 
esses, cysts and leukoses, used in a 
special liistopathology course. 

Made with the cooperation of I 

The American Re^lMr} of I’ntlioloKy 
and ihe faculty of tiio American 
Academy of Dermatology and 
Syphliuloify, apocial course In 
Hlatopathology, December 1046, 

Complete set-. 67 slides 

is in MEDICHROME binders $95.14 
* in READYMOUNT binders 79.73 

SYLLABUS for this series is available 
from Armed Forces Institute of Pathol¬ 
ogy, Washington D.C.,at approximately 
$1.00 each. 


Series MS7 

COMMON DISEASES OF THE SKIN 

Clinical photographs of common skin 
diseases following the classification of 
Ormsley and Montgomery (7th edition 
1948). 

Made u>ilh the cooperation oft 

Dr, NATHAN MINSKY and 
Dr, NATALIE D, GOLDBERG, 

New York City. 

Complete set: 193 slides 

* in MEDICHROME binders $260.55 

* in READYMOUNT binders 216.16 


Series ME2 

EMBRYOLOGY, TRANSVERSE SECTIONS 
OF THE 10 MM. PIG EMBRYO 

Photomicrographs correlated with sub¬ 
ject matter in Dr. L. B. Arey’s “Devel¬ 
opmental Anatomy” published by W. 
B, Saunders Company. 

Made toitK the cooperation oft 

1'rofcHnor L. II. AIIEY, Northwestern 
University School of Medicine, 
Chicago, III, 

Complete set: 60 slides 

* in MEDICHROME hinders $85.20 

#in READYMOUNT binders 71.40 


Series ME3 

EMBRYOLOGY, SAGITTAL SECTIONS 
OF THE 10 MM. PIG EMBRYO 

Photomicrographs correlated with sub¬ 
ject matter in Dr. L. B, Arey’s “Devel¬ 
opmental Anatomy” published by W. 
B. Saunders Company. 

Made with the cooperation of; 

Professor L, 11, ARKY, Northwestern 
University School of Medicine, 
Chicago, III. 

Complete set: 53 slides 

* In MEDICHROME hinders $ 75.26 

* in READYMOUNT binders 63.07 


ME3/20. 
HOlh seclion 
through pig 
embryo. 


Series MR2 
CLINICAL PATHOLOGY 

Photographs on clinical laboratory 
technics for various blood testing pro¬ 
cedures. 

Made with the cooperation oft 

Dr, JOSEPH K. FLYNN and 
Dr. EUGENE T, STANDI,EY, Colnmhin 
Univ, College o/Physicians and 
Surgeons, New York City, 

Complete set: 112 slides 

* in MEDICHROME hinders $151.20 
ik in READYMOUNT hinders 125.44 


MR2/5I. 
Erylhrocvta 
Count. Drawing 
of blood with 
plpalla from 
finger puncture. 


HISTORY Or 

MEDICINE 


Series MF 

HISTORY OF MEDICINE 

Black and white photographs of mate¬ 
rial from Benjamin Salzer-Cecilia C. 
Mettler Collection on the History of 
Medicine, Dept, of Neurology, College 
of Physicians and Surgeons, N.Y.C. 

Complete set: 226 slides 

v> in MEDICHROME binders $305.10 
* in READYMOUNT binders 253.12 




MEDICINE 


MM/83,A. 
Lymphedema 



Series MM 
VASCULAR 
DISEASES 


Clinical photographs correlated with 
“Vascular Diseases in Clinical Prac¬ 
tice” by Dr. Irving S. Wright, published 
by the Year Book Publishers, Chicago, 
Ill. b 

Made with the cooperation oft 

Hr. IRVING S, WRIGHT and 
Dr, WILLIAM T. FOLEY, Cornell 
University Medical Collage and 
New York Hospital, Now York City, 

Complete set: 271 slides 

4 fn MEDICHROME hinders $365.85 
* In READYMOUNT binders 303.52 


Series MM1 
HEART DISEASES 


X-rays, cardiograms, gross and micro¬ 
scopic. photographs. 

Made with the cooperation aft 

Dr. WILLIAM T. FOLEY, Cornell 
University Medical College and 
Now York Hospital, New York City, 

In preparation. Prices on request. 



MM2/6C. 
Hand with 
cyanotic 
swelling. 


Series MM2 

ARTHRITIS __ 

Clinical photographs, X-rays and charts 
on the shoulder-hand syndrome. 

Made with the cooperation of: 

Dr. OTTO STEINimOCKER, Lenox 
Hill Hospital, N ew York City. _ 

Complete set: 28 slides 

* in MEDICHROME binders $42.00 

* fn READYMOUNT binders 35.00 


Made with the cooperation oft 

Dr. HENRY DOLCER and the 
New York Diabetes Association, 

Complete set: 30 slides 

$ in MEDICHROME binders $ 
* in READYMOUNT hinders 


NEUROANAWm 


Series MA 
NEUROANATOMY 

Photomicrographs correlated with sub¬ 
ject matter in Strong and Ehvyn’s 
“Human Neuroanalomy” published by 
Williams & Wilkins Co. 

Made with the cooperation oft 

Dr. ADOLPH ELWYN, Columbia Univ. 
College of Physicians and Surgeons, 
New York City. 

Complete set: 141 slides 

* in MEDICHROME binders $190.35 

* in READYMOUNT binders 157.92 


‘/itiPM-v S'' 
. ft/ , 


MA2/49, 
Phantom of all 
primary molar 
neurons of 
cranial nerves. 


Series MA2 

BRAIN SECTIONS AND SLICE 
RECONSTRUCTIONS 

Photographs of actual sections of brain 
stem, photomicrographs of cortical 
areas, and colored drawings of brain 
stem and spinal cord slice reconstruc¬ 
tions, 

Series is correlated with “Functional 
Neuroanatomy” by Dr. Wendell J. S. 
Krieg, published by Blakiston Com¬ 
pany, 1953. 

Made with the cooperation oft 

Dr. WENDELL J, S. KRIEG, 
Northwestern University School of 
Medicine, Chicago, III. 

Complete set: 250 slides 

« in MEDICHROME binders $ 337.50 
* in READYMOUNT binders 280.00 


NEUROPATHOLOGY 


Series MW 
NEUROPATHOLOGY 

Photomicrographs of normal histolog¬ 
ical structures of the central nervous 
system and characteristic changes oc¬ 
curring in many of its diseases. 

Made with the cooperation of; 

Dr. ABNER WOLF, Colombia Univer¬ 
sity College of Physicians and 
Surgeons, New York City. 

Complete set: 254 slides 

4 in MEDICHROME hinders $ 342.90 


4 in READYMOUNT binders 


$342,90 

284.48 


Series MW2 

INTRACEREBRAL HEMORRHAGES 

Photographs of gross pathological spec¬ 
imens. 

Made with the cooperation of: 

Di% ALFRED A INGRIST and 
RICHARD GRIMES, Department of 
Pathology, Queens General.Hospital 
and the 6Dice of the Chief Medical 
Examiner) New York City, 

Complete set: 116 slides 

* in MEDICHROME hinders $156.60 
Ik in READYMOUNT binders 129.92 


Series MW3 


NEUROSURGERY AND 
NEUR0RADI0L0GY 


Clinical and gross photographs, myelo¬ 
grams and X-rays on congenital defects, 
protruded disks, lesions, benign and 
malignant tumors, aneurysms, hemato¬ 
mas and head injuries. 

Many of the angiograms used in this 
series are from the “Normal Cerebral 
Angiogram”, Arthur Ecker, published 
by C. C. Thomas, Springfield, Illinois, 
1951; and, “Angiographic Localization 
of Intracranial Masses”, Arthur Ecker 
and Paul A. Riemenschneider, pub¬ 
lished by C. C. Thomas, Springfield, 
Illinois, 1953. 

Made with the cooperation of: 

Dr, ARTHUR ECKER, Stale University 
of New York College of Medicine, 
Syracuse, New York, 

Complete set: 290 slides 

* in MEDICHROME hinders $391.50 
,k in READYMOUNT binders 324.80 


Series MM3 

DIABETIC PATIENT SELF-CARE 

Photographs showing technic of insulin 
administration, urinalysis, diet and gen¬ 
eral precautions for patient self-care. 


SEE ALSO Series MH Normal Histology 
(under Anatomy) and Series M7476 
Strumpell and Jacob Neurology Charts 
(under Charts). 


'If 1 


MW3/13A. 
Anteroposterior 
myelogram 
with complete 
block at 3 
different levels. 
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whole field of medicine and medical 
specialties. 


ICHROMES 


Series MN4 

CARE OF COMMUNICABLE DISEASE 
PATIENTS 


Photographs of preparation of bath or 
A. M. care, disposal of food and care of 
dishes, and disposal of excreta includ¬ 
ing disinfection of bedpans. 


Made with the cooperation of: 

Bellevue Hospital, Deportment of 
Hospitals, New York City. 

Complete set: 58 slides 

* in MEDICHROME binders $82.36 

* in READYMOUNT binders 69.02 


Series MN1 
TRACHEOTOMY CARE 

Photographs of equipment, method of 
cleaning tubes, and necessary precau¬ 
tions. 


Made with the co operatic n of: 

Bellevue Hospital, Department of 
Hospitals, New York City, 

Complete set: 34 slides 

in MEDICHROME binders $.51.00 

* in READYMOUNT binders 42.50 


Series MN5 

PEDIATRIC NURSING TECHNICS 

Photographs of tray preparations and 
application of tray preparations. 


Mode with the cooperation of: 

llellevue Hospital, Department of 
Hospital*, Now York City 

Complete set: 18 slides 

* in MEDICHROME binders $27.00 

* in READYMOUNT binders 22.50 



Mode with the cooperation of: 

DEBORAH and JHIJIIS JENSEN to 
accompany their honk "Nursing in 
Clinical Medicine" published by the 
Macmillan Company, 1954, 

Complete set: 672 slides 

* in MEDICHROME binders $853.44 

* in READYMOUNT binders 712.32 


Series MN8 
BODY MECHANICS 

Black and white photographs corre¬ 
lated with “Body Mechanics in Nursing 
Arts” by Bernice Faith, published by 
McGraw-Hill Book Company. 


Made with the cooperation oft 

Mias BERNICE EASII, University of 
Illinois, Cook County School of 
Nursing, Chicago, Illinois, 

Complete set: 82 slides 

* in MEDICHROME binders $116.44 

* in READYMOUNT binders 97,58 


Series MN9 
BENZ SELECTION FOR 

"PEDIATRIC NURSING" 


Series MN2 
RESPIRATOR CARE 

Photographs illustrating proper care of 
patient in respirator. 


Made wi th the cooperation of: 

Bellevue Hospital, Department of 
Hospitals, New York City. 

Complete set: 30 slides 

* in MEDICHROME binders $45.00 

* in READYMOUNT binders 37.50 


Series MN3 

COMMUNICABLE DISEASE 
_ GOWN TECHNIC 

Photographs on donning and removing 
gown including scrub technic. 



Made with the cooperation of: 

Bellevue Hospital, Department of 
Hospitals, New York City, 


Complete set: 45 slides 

:y In MEDICHROME binders $67,50 

* in READYMOUNT binders 56.25 


MN3/18. 
Gown technic. 


MNd/62. 
Paraffin bath 
to forearm 
and hand. 


Series MN6 

ORTHOPAEDIC NURSING _ 

Photographs of technic of changing cast 
lining, cast care, posture and body 
mechanics, physical therapy, braces, 
club foot, crutch walking and rehabil¬ 
itation. Correlated with “Orthopaedic 
Nursing” by Frederick J. Knocke, M.D., 
and Lazelle S. Knocke, R.N., published 
by F. A'. Davis Company, 1954. 


Made with the cooperation of: 

FREDERICK J. KNOCKE, M.D, and 
LAZELLE S. KNOCKE, R.N., 

New fork City. 

Complete set: 166 slides 

* in MEDICHROME binders $224.10 

* in READYMOUNT binders 185,92 

Series MN7 

JENSEN & JENSEN SELECTION FOR 
“NURSING IN CLINICAL MEDICINE" 

Photomicrographs, clinical photo- 
graphs, X-rays and charts selected from 
various Medichrome series. Material is 
presented in the same order in which 
the subject matter appears in Jensen & 
Jensen’s “Nursing in Clinical Medicine” 
and covers in a comprehensive way the 



Photographs selected from various 
Medichrome series, by Gladys S. Benz 
to accompany her hook “Pediatric 
Nursing” published by (1, V, Moshy 
Company, 1948. 


Made with the cooperation of: 

GLADYS S. BENZ, Associate Director, 
Union University School of Nursing, 
Albany, New York 

Complete set; 90 slides 

* in MEDICHROME binders $127.80 

* in READYMOUNT binders 107.10 


Series MN10 
NURSING MICROBIO LOGY 

Photomicrographs, colonies,cultures, 
clinical photographs and charts selected 
from the various Medichrome series. 
Correlated with Professor Thompson’s 
hook “Introduction to Microorgan¬ 
isms”, published by W. B. Saunders 
Company, Philadelphia, 1949. Series' 
can he adapted for use with any text¬ 
book on nursing microbiology, 


Made with the cooperation oft 

LuVKRNE IUITH THOMPSON, R.N., 
Teachers College, N.Y.C. 

Complete set: 131 slides 

* in MEDICHROME binders $178.85 

* in READYMOUNT binders 146.72 


MNI0/28C, 

Blue mold 
(psnlci Ilium) 
showing spores. 
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Senes MN12 
PUBLIC HEALTH NURSING 

Photographs on all phases of public 
health nursing including: administra¬ 
tive practices; morbidity and maternity 
programs; health guidance, nutrition, 
physical therapy, rehabilitation, com¬ 
munity nursing service, and services in 
day care centers. 

Made with the cooperation oft 

The VlaUIng Nurse Association of 
Brooklyn, N, Y. 

Complete set: 238 slides 

* in MEDICHROME binders $321.30 

* in READYMOUNT binders 266.56 

Syllabus for above series furnished 
without charge 


Series MN14 

PRINCIPLES and PRACTICE 

OF NURSING 

Photographs, photomicrographs and 
clinical photographs selected from the 
various Medichrome series. Correlated 
with “Textbook of the Principles and 
Practice of Nursing”, 5th edition, by 
Bertha M. Harmer, R.N., A.M., revised 
by Virginia Henderson, published by 
The Macmillan Co., 1955. Series can be 
adapted for use with any textbook on 
nursing principles and practices. 

Made with the cooperation of: 

MU* VIRGINIA HENDERSON, 
R.N..A.M.__ 

Complete set: 632 slides 

* in MEDICHROME binders $802.64 

* in READYMOUNT binders 669.92 





MH2/159A. 
Cross section 
of thoracic 
ronton, 


Series MH2 

STACKPOLE-LEAVELL SELECTION 

Gross photographs and photomicro¬ 
graphs on histology and anatomy to 
accompany Kimber, Gray and Stack- 
pole “Textbook of Anatomy and Phys¬ 
iology” published by The Macmillan 
Company, Included are diagrams taken 
from this book. Series can be adapted 
for use with any textbook on anatomy 
and physiology. ______ 

Made with the cooperation oft 

CAROLINE E, STACKPOLE and 
LtJTIE C. LEAVELL 

Complete set: 163 slides 

* in MEDICHROME binders >AZU.Ub 

* In READYMOUNT binders 182.56 

Syllabus for above series 1-80 


OBSTETRICS AND 


Series MG 

VAGINAL SMEARS (SH0RR STAIN) 

Photomicrographs of vaginal smears 
showing normal 28 day cycle and the 
effect of estrogenic hormone on a girl 
with amenorrhea. 

Made with the cooperation of: 

Dr. EPHRAIM SHORR (deceased), 
ond Dr. EUGENE J. COHEN, Depart¬ 
ment of Medicine, Cornell University 
Medical College and the New York 
Hospital, N.Y.C, 

Complete set: 41 slides 

* in MEDICHROME binders $61.50 

* in READYMOUNT binders 51.25 



HiSM 

mg2 / 7 - 

Adenocarcinoma 

°f Breast. 


Series MG2 

BREAST PATHOLOGY __ 

Photomicrographs and photographs of 
gross specimens of breast lesions and 


Made with the cooperation of: 

Dr. MAXWELL J. FEIN (deceased), 
Post-Graduate Medical School, 
Columbia University, N.Y.C. 

Complete set: 62 slides 

* in MEDICHROME binders $ 88.0 

* in READYMOUNT binders 73.7 


Series MG3 

Vaginal and Cervical CYTOLOGY 
SMEARS for Uterine Cancer Diagnosis 
(PAPANICOLAOU STAIN) 

Photomicrographs of cytological 
smears illustrating pre-cancer, early 
cancer, and cancer cells. 

Made with the cooperation of: 

Dr. J. ERNEST AYRE, Director, 

Cancer Institute at Miami, Cancer 
Research and Cytology Center, Miami, 
Fla. ______ 

Complete set: 150 slides 

* in MEDICHROME binders $ 202.50 

* in READYMOUNT binders 188.00 




R MG3/102. 

Bizarre cancer 
ji : ;. cell with 

unusual nuclear 
j- formation. 


Series MG4 

PATHOLOGY OF THE UTERUS, 

TUBES, OVARY 

Clinical photographs, photomicro¬ 
graphs and gross specimens of the uter¬ 
us, cervix, Fallopian tubes, vagina and 
placental tissue. 

Mada with the cooperation of: 

Dr. MAXWELL J. FEIN (deceased), 
Post-Graduate Medical School, 
Columbia Uni versity, N .Y. C. 

Complete set: 150 slides 

* in MEDICHROME binders $ 202.50 

* in READYMOUNT binders 168.00 




MG5/49. 

Fatal head and 
lower uterine 
segment with 
cervix in Irue 
pelvis. 


Series MG5 

Clinical and Roentgenologic EVALUA¬ 
TION OF THE PELVIS in Obstetrics 

Black and white photographs which 
represent a study of the pure as well as 
mixed types of pelves and their evalua- 
tion in obstetrics. Correlated with 
“Clinical and Roentgenologic Evalua¬ 
tion of the Pelvis in Obstetrics” by Dr. 
Howard C. Moloy, published by W. B. 
Saunders Company, 1951. 

Made with the cooperation of: 

Dr. HOWARD G. MOLOY (deceased), 
Columbia University, College of 
Physicians and Surgeons, N.Y.C, 

Complete set: 79 slides 

* in MEDICHROME binders $112.18 

* in READYMOUNT binders 94.01 


SEE ALSO series M7775 Schultze OB 
Charts (under Charts) and series MH 
Normal Histology on female reproduc¬ 
tive system and endocrines (under 
Anatomy). 


OPHTHALMOLOGY 


Series M01 
OPHTHALMOLOGY 

Photographs and photomicrographs on 
anatomy and pathology of lids, globe, 
orbit, conjunctiva, cornea, sclera, iris, 
lens and ocular fundus. 

Made with the ca operation of: 

Dr. DONALD WEEKS BOGART 
(deceased), New York Eye and Ear 
Infirmary, N.Y.C. 

Complete set: 203 slides 

* in MEDICHROME binders $274.05 

* in READYMOUNT binders 227.36 
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MEDICHROMES 


mmummmf, CONTINUED 

Series 1/102 

OCULAR HIST0PATH0L0GY 

Photomicrographs. 

Made with the cooperation of; 

The Institute of Ophthalmology of 
tlte Presbyterian Hospital, N.Y.C. 




jife; . ■ ■'’ , ■ j 








Complete set: 259 slides 

$ in MEDICHROME binders 
* in READYMOUNT binders 


$349.65 


tamwsai in 


Series M03 

BACTERIOLOGY OF THE EYE 

Clinical photographs and photomicro¬ 
graphs on bacterial infections of con¬ 
junctiva, lid and cornea including ex¬ 
perimental lesions, Rickettsia, brucel¬ 
losis, lues and tuberculosis. 

Matte with the cooperation of; 

Dr. 1HADOI1E GIVNER, Department 
of Ophthnlmological Bacteriology, 

N, T. V. College of Metlirine, N.Y.C, 

Complete set: 156 slides 

* I" MEDICHROME binders $210.60 

* in READYMOUNT binders 174,72 

Syllabus for above series furnished 
without charge 



aoV 

| ; 





MOJ/62, 

Lens ol four 
month embryo, 




Series M05 

EMBRYOLQGY OF THE HUMAN EYE 

Photomicrographs showing develop¬ 
ment of human eye from 5.5 mm. stage 
(approx. 3 weeks old) up to term. 

Made with the cooperation of; 

Dr, A, L, KORNZWEIG, Mount Sinai 
Hospital, N.Y.C. 

Complete set: 85 slides 

* In MEDICHROME binders $120.70 

* in READYMOUNT binders 101.15 

Syllabus for above series 1.00 


SEE ALSO series MH Normal Histology 
and MH3 Gross and Microscopic 
Anatomy on eye, ear, nose and throat, 
(under Anatomy). 


Series M06 
AQUEOUS VEINS 


Photographs of charts and data on the 
movement of the aqueous humor. 

Made with the cooperation of: 

Hr. K, W. ASCIIER, i/nieersily of 
Cincinnati College «/ Medicine, 
Cincinnati, Ohio, 

Complete set: 15 slides 

* in-MEDICHROME binders $ 22.50 

* in READYMOUNT binders 18.75 


mkim 
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Series MD 
DENTAL PATHOLOGY 

Photomicrographs and X-rays of dental 
tumors and lesions, tootli pathology, 
ankylosis, root resorption. A section on 
normal histology of tooth and tooth 
development is included. 

Made with the cooperation oft 

Dr, CHARLES C, DARLINGTON and 
Dr. OSCAR MILLER, ,V. Y. V, College 
of Dentistry, JV.Y.C, 

1 Complete set: 213 slides 

* in MEDICHROME binders $287.55 

* in READYMOUNT binders 238.56 

Syllabus for above series 1.00 


Series MD1 

ANATOMY OF THE HEAD AND NECK 


Gross photographs and charts on the 
anatomy of the head and neck. 


Made with the cooperation oft 

Ilr, KARL O, BUTCHER, N. Y. II. 
_ c " n W «/ Dentistry, New York City 

Complete set: 55 slides 

* in MEDICHROME binders $78,10 

* in READYMOUNT binders 65,45 



MD/2A 

Cholosloaloitici. 



MD1/C1. 
Pleryoomandlb- 
ular space and 
contents. 


MH.yiV. 
Advanced 
core inuina, ,f 
loternl pnrliun 
olInnaue. 


Series MD2 

ORAL AND FACIAL CANCER 

Glinical photographs, charts, X-rays and 
photomicrographs. Correlated with 
“Oral and Facial Gancer” lty Drs. 
Bernard G. Sarnat and Isaac Srlmur, 
published by the Year Book Publishers. 

Mode with l Ite cooperation of; 

Urn. HERNARD G, SARNAT „ml 
ISAAC HCIimilt, University of 
Illinois College of Dentistry, Chilean. 
Illinois, 


Complete set: 186 slides 

* In MEDICHROME binders 

* in READYMOUNT binders 




$251,10 

208.32 



Series MPA 
GENERAL PATHOLOGY 

Photomicrographs and pltiitugrnjtjis of 
gross specimens of the pslm-intestinal, 
male mill female urogenital tracts, he¬ 
patic mid lymphatic systems, the pan- 
eraiH, spleen, lung, endoerineM and 
miscellany. 

Mnde with the cooperation of; 

Dr. MAXWELL J. KLIN (deren.rd |, 
I’oit-Cratliiale Medirat School, 
Columbia Vniveriity, New York City, 

Complete set: 222 slides 

* in MEDICHROME binders $299,70 

* In READYMOUNT binders 248.64 


Series MPR 

PATHOLOGY OF ATOMIC BOMB 
CASUALTIES 

Photomicrographs, gross and clinical 
photographs and charts which follow 
illustrations in “Pathology of Atomic 
Iloinh Casualties” hy Dr. Averill A. 
Lieliow, Ilr. Shields Warren, and Col. 
When DeCoursey. 

Made with the cooperation of; 

Tim Army Inmltuts of Pathology, 
Atomic Energy Cummlsrlnn, N rival 
Medlrnl Reseurrh Iwalnm nnd Drju. 
af Pathology, Yule University School 
«f Medicine, 

Complete set: 100 slides. 

* In MEDICHROME binders $ 135.00 

* In READYMOUNT binders 112,00 

Mi ALSO sections on: Bacillary Dysen¬ 
tery, Dermatology, Hematology, Neuro- 
pathology, Obstetrics and Gynecology, 
Ophthalmology, Oral and Facial Path¬ 
ology, Tuberculosis and Urology, 
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Series MP 
PEDIATRICS 

Clinical photographs on growth and 
development, the premature and new¬ 
born; congenital abnormalities and 
diseases of the newborn; diseases of 
infancy and childhood; diseases of res¬ 
piratory, gastro-intoHiinal, genito¬ 
urinary anil cardiovascular systems; in¬ 
fectious diseases; diseases of blood, 
hone and skin; central nervous system 
and endocrine disorders; mental defec¬ 
tives, allergy, nutritional deficiencies 
anil dental conditions. 

Made with the cooperation of t 

Ilr. ROSA LEE NEMIR, New York 
Universiiy.lhdltwtte Medical Center 
I'ost’Criiduale Metlieal School, N.V.C, 

Complete sot: 199 slides 

* In MEDICHROME binders $ 268.65 

In READYMOUNT binders 222.88 
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Series MT 
TROPICAL DISEASES 

Photomierogruphs, specimens and clin¬ 
ical photographs on viruB, bacterial, 
Riekettsial,spirochetal, fungus and pro¬ 
tozoan diseases; trypanosomiasis, leish¬ 
maniasis, intestinal flagellates, ciliatcs 
and ameliue. Helminth diseases: trem- 
modes, eestodes and nematodes. Arthro¬ 
pods; ticks, mites, bugs; blood-sucking, 
sand and muscid flies; lice and fleas. 




Made with the cooperation oft 

Dr. HENRY K. MEI.KNEY, Dr, HARRY 
MOST nnd Hr, DOMINIC DoGIUSTI, 
N.Y.U, College of Medicine, N.Y.C, 


Complete set: 217 slides 

* in MEDICHROME binders $292.95 


* In READYMOUNT binders 243.04 



I 


Series MTB 
TUBERCULOSIS 

Photomicrographs, photographs, X- 
rays, charts, and drawings. Gross path¬ 
ology, bacteriology, epidemiology, 
anatomy and physiology; injection 
studies of bronchi and pulmonary vas¬ 
cular bed; pathology, diagnosis, treat¬ 
ment, rehabilitation, history and 
preventive measures. 


Made with the cooperation oft 

Tile National TnbcrciiloNln Association 
with the assistance of Dr. JIJUA M. 
JONES of the Chest Service of 
Ballevue Hospital, New York City, 

Complete set: 377 slides 

* In MEDICHROME binders $ 508.95 

♦ In READYMOUNT binders 422,24 




Series MU 

UROGENITAL PATHOLOGY 


Clinical photographs, photomicro¬ 
graphs and gross pathology on neo¬ 
plasms, cysts, non-neoplastic lesions 
nnd infections of kidney, Diseases of 
ureter, bladder, urethra, penis, prostate, 
epididymis, testis, scrotum and vulva. 
Tuberculosis of urinary tract, ano¬ 
malies of GU tract, diseases of adrenal 
gland and calculi of urinary tract. 


Made with the cooperation of; 

Dr. M. M. MELICOW, Columbia 
University College of Physicians and 
Surgeons, New York City 

Complete set: 422 slides 

♦ in MEDICHROME binders $ 569.70 

♦ in READYMOUNT binders 472.64 



Series MU2 
TESTICULAR BIOPSIES 

Photomicrographs on 17 cases. A com- 
prehensive syllabus giving biopsy re¬ 
ports and complete ease histories is 
available, 


Made with tha cooperation oft 

Dr, SAMUEL L. SIEGLER, Dr. 
ROBERT SHERMAN HOTCHKISS, 
Dr. N, CHANDLER FOOT and Dr. 
MAXWELL J, FEIN (deceased). 


Complete set: 49 slides 

♦ in MEDICHROME binders $73.50 

4 in READYMOUNT binders 61.25 

Syllabus for above series 1.00 


MU2/3. 

Normal testis. 
Normal sperma¬ 
togenesis, 


Series MU3 
KIDNEY DISEASES 

Photomicrographs made from material 
used at a seminar on kidney diseases. 


Made with the cooperation of: 

The Army Medical Museum and the 
American Registry of Pathology, from 
slides used at Seminar on Kidney 
Diseases of the American Society of 
CHniral Pathologists, October 1947. 

Complete set: 44 slides 

♦ in MEDICHROME binders $66.00 

♦ in READYMOUNT binders 55.00 

SEE ALSU series MH Normal Histology 
on urogenital system (under Anatomy). 

Series MVP 

VETERINARY PATHOLOGY 

A series of photomicrographs. 


Made with the cooperation of; 

Dr. J, F, WITTER, University of 
Maine, Orono, Maine, 

Complete set: 42 slides 

♦ in MEDICHROME binders $63.00 

♦ In READYMOUNT binders 52.50 


; i THn 177 
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Series MSU 
WOUND HEALING 


Photomicrographs showing process of 
wound healing in a rabbit’s ear. 


Made with the cooperation of; 

Dr. R, M, CAMPBELL, Dr, J, M, 
CONVERSE, Dr. JOSEPH PICK, 

N. Y, U, College of Medicine, N.Y.C . 

Complete set: 26 slides 

♦ in MEDICHROME binders $ 39.00 

♦ in READYMOUNT binders 32.50 


MSU/B. 
Wound six 
days alter 
Incision. 
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I I “BOUND BETWEEN GLASS" 

I 



Protect film from dust, fingermarks, scratching 
and buckling...practically breakproof. 


Interlocking aluminum frames close easily and se¬ 
curely ... fit ail standard projectors. 


Fast, simple binding procedure-film is automati¬ 
cally centered in binder, concealing film sprockets. 


Rapid binding-film automatically centered between 
glass, concealing film sprockets. 


Use of thin, high quality glass assures fit in stand¬ 
ard projectors... makes slide collection light and 
easy to handle. 


M «*S 


Will not warp or become frayed at edges... can be 
reused. 


Supplied in utility box which can store two rows of 
mounted slides. 


Protect film from dust, fingermarks, scratching, 
and buckling...practically breakproof. 
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mggi mi SM Adjustable View Bo 
For 56 2*2" or 15 3^x4" Slides 


or combinations of these and larger sizes 


Accommodates: 

• up lo II rows of 7 each 2 x 2" slides, or 

• 3 rowii of 5 each 3% x 4" slides, or 

• combinations of these and larger sizes 

Outside dimensions: is* wide x 19 %" high x 9k" deep 


area: 13%" wide x 16%" high 



Illuminated by: two white fluorescent bulbs, 15 watt, 18" long, each 
mounted in its own reflector and diffused through opal glass 
Construction: metal throughout with attractive gray, hammertone 
finish, One detachable foot at hack of box supports it on 
shelf or table. Frame is hinged and can be swung aside so 
that box can he used for viewing x-ray film. 

7 horizontal mclul strips, which act as dlvldera between rows 
of slides, also hold cellophane protected strips (furnished 
with View Ilox) used to identify slides. These horizontal 
dividers can be removed easily (by unscrewing) to accommo¬ 
date larger than 2 x 2" slldos — up to 8*4 x 4" slides. Supplied 
with template for easy adjustment of frame. 


*A-1685 ADJUSTABLE VIEW BOX. 

Shipping weight 26 lbs. 


..each $57.50 
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View Box lal'TO ®3l 
for 49 2x2" Slides 


Accommodates: up to 49 2 x 2" slides 
Outside dimensions: 15" wide x 19%" high x 9k" deep 
Construction: metal throughout with attractive gray, hammertone 
finish. Fixed frame, otherwise similar to A-1685 View Box 
above. Provided with metal strip which seals slides m so 
that Box can be used for an unattended display 

*A-1690 VIEW BOX. Shipping weight SO lbs .MCh $ 55.00 


mm 


Medichrome 1 View Boxes 


For permanent or temporary exhibits of color or black 
and white transparencies 


Diffusion and color of the illumination specially designed 
to avoid eye strain 


Can be used as x-ray film viewers by removing 
the front frames 


For 120 2x2" or 40 3 1 /* x 4" Slides 


or combinations of these and larger sizes 


Accommodates: 

• up to 12 rows of 10 each 2 x 2" slides or 

• 8 rows of 5 each 3% x 4" slides, or 

• any combination of sizes of slides and legends to fill 
21 x 28" illuminated area 


Outside dimensions: 24" wide x 3iy/ high x 6" deep 


Illuminated area: 21 " wide x 28" high 


Illuminated by: four white fluorescent bulbs, 20 watt, 24" long, each 
mounted in its own reflector and diffused through opal glass 

Outside dimensions of frame: 22" wide x 28%" high, with 11 mov¬ 
able horizontal metal dividers 

Construction: metal throughout with attractive gray, hammertono 
finish. Frame can be lifted out of View Box. 11 horizontal 
metal strips, which act as dividers between rows of slides, 
also hold cellophane protected strips (furnished with View 
Box) used to identify slides. These horizontal dividers can 
be removed easily (by unscrewing) to accommodate larger 
than 2x2" slides—up to 3)4x4" slides. Supplied with a 
template for easy adjustment of frame to 2 x 2" or 3)4 x 4" 


*A-1695 ADJUSTABLE VIEW BOX,. 
Shipping weight 75 lbs. 


..each $112.00 


QUANTITY DISCOUNTS: 3 to 5 assorted View Boxes 5%, 6 or more 10% 
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A-1640G 2x2" SLIDE FILE 
FOR GROUP FILING OF 150 
GLASS BOUND SLIDES OR 300 
READYMOUNTS. 10 x 5% x 2 l h". 
One piece molded plastic unit set 
into a plywood, leatherette covered 
frame. Supplied with 10 removable 
fibre dividers. Packed 12 to a car¬ 
ton; shipping weight 21 lbs. 

.each $3.95 


A-1640 2x2" SLIDE FILE FOR INDIVIDUAL FILING OF 
100 GLASS BOUND SLIDES OR 200 READYMOUNTS. 
10 x 5Ve x 2 l k" One piece molded plastic unit set into a ply¬ 
wood, leatherette covered frame. 100 individual slots are 
numbered to correspond with the index card in the cover. 
Packed 12 to a carton; shipping weight 21 lbs . each $ 3,95 


A-1644 2 x2" SLIDE FILE FOR INDIVIDUAL FILING OF 
500 GLASS BOUND SLIDES OR 1,000 READYMOUNTS, 
12x10% x 


5". Suitcase style with leather handle, opens on 
both sides. Two plastic molded units in a sturdy plywood 
leatherette covered frame. Each unit has 250 slots numbered 
to correspond with index cards in the covers, Packed 3 to a 
carton; shipping weight 22 lbs . 88Cll $ 14.95 
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643 2x2" SLIDE 
FILE FOR INDIVIDUAL 
FILING OF 300 GLASS 
BOUND SLIDES OR 000 
READYMOUNTS. 10% x 
5%x8", 


Three molded 
'« 3K !f <,KSkfill plastic drawers, each with 

•y^jgtjjf 100 numbered slots and 
- " l|| correspondingly num- 

^ bared index cards which 

fit into a space under the 
bottom drawer, The case is made of leatherette covered plywood, 
and has a hinged front door with clasp and plastic carrying han¬ 
dle. The drawers in this file are interchangeable with those of 
A-1643G, A-1647, A-1647G, Packed 4 to a carton; shipping weight 
25 lbs .. ..each $12.95 


A-1647 2x2" SLIDE 1 i bIa-1B47 

FILE FOR INDIVID. ’*.* " § ! 

UAL FILING OF 600 ■ ■ §§: 

GLASS BOUND I • 

SLIDES OR 1,20 0 ' ' ", 

READYMOUNTS, - ' ' ' ' ; 

11 x 10 x 8Ve". Files 
can be nested on each 
other and with 

A-1647G to provide compact and efficient storage. Six molded 
plastic drawers each with 100 numbered slots and correspond¬ 
ingly numbered index cards which fit into a space under the 
bottom drawer ,,., Case, is made of leatherette covered ply¬ 
wood and has a hinged cover with clasp lock, The drawers in 


A-1643G 2x2" SLIDE 

FILE FOR GROUP FIL¬ 
ING OF 450 GLASS 
\ BOUND SLIDES or 900 
I READYMOUNTS. 10% x 
1 514*8' 


I". Three molded 
plastic drawers each with 
10 removable fibre divid¬ 
ers and index card which 
fits into a space under the 
bottom drawer. The case 
is made of leatherette cov¬ 
ered plywood, and has a 
hinged front door with 
clasp and plastic carrying 
handle. The drawers in 
this file are interchange- 
7G. Packed 4 to a carton; 

..each $12.95 


A-1647G 2x2" SLIDE FILE FOR GROUP FILING OF 900 
GLASS BOUND SLIDES OR 1,800 READYMOUNTS. 11 x 10 
x8W. Files can be nested on each other and with A-1647 to 
provide compact and efficient storage, Six molded plastic 
drawers each with 10 removable fibre dividers, and index 
card which fils into a space under the bottom drawers. Case 
is made of leatherette covered plywood and has a hinged 
cover with clasp lock. The drawers in this file are interchange¬ 
able with those of A-1647, A-1643, A-1643G. Packed 3 to a 
carton; shipping weight 28 lbs .. .......each $21.95 
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Kodachrome SLIDE FILES 




A-1658 SLIDE FILE, ALL 
METAL, FOR 150,2x2" 
SLIDES. 14%x 7%x2Y & ". 
Accommodates 150 glass 
bound slides in individ¬ 
ual metal partitions. Card 
index in cover identifies 
. the slides. Finished in at- 
jsi tractive gray wrinkle he¬ 
rn quer. Shipping weight 4 

w lbs . each $2.95 


A-1655 slide 

FILE, ALL 
METAL, FOR 
900, 2 x 2" 

SLIDES. 16 x 
7% * 14". Ac¬ 
commodates 
900glass bound 
slides in indi¬ 
vidual parti¬ 
tions (6 draw- ,. 
era each hold- 1 

ing 150 slides). Finished in attractive gray wrinkle lacquer. | 
Index tabs on the front of the drawers identify the contents. | 
These units can be stacked on each other and with the A-1656 | 

Film Strip File, Drawers are also interchangeable with those | 
of A-1656, Shipping weight 27 lbs .™ ™ 1 

FILM STRIP FILES j 


A-1659 FILM STRIP 
FILE, ALL METAL, 
FOR 32 FILM STRIP 
CANS. 14% *7% *214". 

Card index in cover 
identifies subject matter 
on film strips, Finished 
k in attractive gray wrin- 
% Ue lacquer. File sup- 
H plied without cans. 
Shipping weight 4 lbs. 

.each $ 3.50 


An unusually fine and well constructed box, made of kiln- 
dried, solid walnut. Grooves for 314x4" slides are mounted 
at a slight angle for greater visibility of the titles. Each 
case is provided with metal hinges, leather carrying han¬ 
dle, snap lock and key. Slots are numbered to correspond 
with index in the cover. 


A-1648/C LANTERN 
SLIDE FILE FOR 
100,3*4x4" SLIDES, 
two lochs, 17x8x4%''. 
Shipping weight 9 

lbs . each $ 12.95 


A-1648/B LANTERN 
SLIDE FILE FOR 50, 
3*4x4" SLIDES, one 
lock, 17x4%x4W- 
Shipping weight 8 

lbs . each $10,75 


A-1648/A LANTERN 
SLIDE FILE FOR 25, 
3%x4" SLIDES, one 
lock, 9 x 414 * 4W'. 
Shipping weight 7 lbs. 

.each $6.45 


A-1656 FILM STRIP 

FILE, ALL METAL, FOR 
192 FILM STRIP CANS. 
16 X 9 x 18". Attractively 
finished in gray wrinkle 
lacquer. Can be stacked 
on each other and with 
the A-1655 Slide File. 
Drawers are also inter- 
, changeable with those of 
1 A-1655. File supplied 
without cans. Shipping 


A-1646 SLIDE FILE 
FOR 50 TO 75,3*4x4" 
SLIDES. 10 x 5% * 4". 
Leatherette covered 
plywood frame with 
| plastic insert. Has two 

| metal hinges and 

\ catches, and carrying 

i handle. Red fibreboard 

\ dividers allow for either 

individual or group fit- 
\ ing of 50 to 75 slides. 

.each $ 6.45 


A-1657 SLIDE FILE, 
ALL METAL, FOR 75, 
3*4x4" SLIDES. 13% 
x 7% * 3%". Has two 
metal hinges and catches, 
and carrying handle. 
; Attractively finished in 
gray wrinkle lacquer. 
Shipping weight 5 lbs. 

.each $3.95 
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ADAMS SECTIONAL SLIDE CABINETS 


Featuring 5 interchangeable units 


Individual sectional units for each type of 
slide can be used separately or in combi - 


for 2x2" Kodachromes 
1 mi" Lantern Slides 
3x1", 3x1%", 3x2" Micro Slides 


The sectional units stack conveniently, 
having the same width and depth. 

A separate base is available for use when 
the cabinets are placed on the floor (not 
required when cabinets are used on table 
or desk ). 

Any assortment of units can be ordered 
and used together, depending on the num¬ 
ber of slides in each category to be filed. 
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SECTION Jo hold 576 2x2" lantern slides in 
individual partitions, or when group dividers are 
used approximately 1700 of the cardboard 
readymounts, or 1152 slides hound between 
glass in Adams Slide Hinders, or 850 slides hound 
between glass in Mediclu-ome Slide Binders. 
Where group division is wanted, red fibre di¬ 
viders with labels are provided. Group dividers 
or individual partitions run he used interchange¬ 
ably as the need demands. 

(Cabinets will be furnished with 50 ml fiber di¬ 
viders (A-1617) and labels , and 30(1 cardboard 
partitions (A-l(i7ll), On request cabinets will be 
furnished with either liltI red fiber dividers 
(A-1077) and labels or MW cardboard partitions 
(A-1678) at no extra charge,) 

each $36.00 

Shipping Weight 42 lbs. 


SECTION to hold 600 3x2" prepared micro¬ 
scope slides filed vertically. each $31.25 

Shipping Weight 42 lbs. 








Illustration shows stack¬ 
ing of one each of five 
different units and base 


*A-1696 

SECTION to hold 1200 3x1" prepared micro¬ 
scope slides in two drawers. Slides are (tied ver¬ 
tically in individual slots. Bach $ 42.00 

Shipping Weight 42 lbs. 

*A-1697 

SECTION to hold 800 3x1 */ 2 " prepared micro¬ 
scope slides in two drawers. Slides are filed ver- 
■ tieally . each $ 37.50 

Shipping Weight 42 lbs. 


SECTION to hold 195 3*4 x4" lantern slides. 

each $32,00 

Shipping Weight 42 lbs, 


SPECIFICATIONS 

All wood, fine cabinet-maker’s construction 
and finish. Cabinets are. l8Vi" wide and 
21 !4 " deep. Units arc approximately 6" high, 
varying slightly depending upon the type of 
unit. Base is 8" high, including four heavy 
wooden legs. 


BASE for Adams Sectional Slide Cabinets. 

each $12.00 

Shipping Weight 22 lbs, 

* A-1677 Red Filter Dividers for A-1699. 

per 100 $2,00 

*A-1678 Cardboard Partitions for A-1699. 

per 1000 $2,85 
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p . A-1676 for 

2 x 2" Kodachrome Slides 
j with View Box Drawer 

jjV fl,167a 






Drawer from A-1675 showing on ! 
left Cardboard Partitions ! 
(A-1678) used interchangeably ! 
with Rod Fibor Dividers (A-1877) 
on right, 
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NOTE: Unless otherwise specified cabinets will be fur• 
k nishetl with ISO Hod fibre Dividers (A-1677) and 
I labels, and 1000 Cardboard Partitions (A-1678), On 
9 request cabinets will bo furnished with either 300 Red 
' fibre Dividers (A-1677) and labels, or 2000 Card-- 
board Partitions (A-16711) a! no extra charge, 


Ate Slide Cabinets For 
2x2" Kodachrome Slides 

Capacity from 1840 to 5520 slides, depending 
on whether individual separators or group sep¬ 
arators are used, and the. method of binding. 
Attractive natural grained, light oak stained ply¬ 
wood, 19" wide x 19 *4" high, 22" deep with 10 
drawers. 

Each drawer has two columns of numbered slots. 
Where individual partitions are wanted, small 
cardboard rectangles the same height as the slots 
are used. When group dividers are wanted the 
red fibre dividers with labels are used. In the il¬ 
lustration below note that group dividers or in¬ 
dividual partitions can be used interchangeably 
as the need demands. 

Adams Kodachrome Slide Cabinets can be sup¬ 
plied with an illuminating view box drawer with 
diffusion glass (A-.1676A) in place of one drawer. 
Drawer has on and olf switch on the front panel 
and space inside for the cord and plug. 

*A-1675 Adams Kodachrome Slide Cabinet, 
complete with 10 drawers, 150 Red Fibre 
Dividers (A-1677) and labels, and 1000 
Cardboard Partitions (A-1678)....ea. $94.00 
Shipping Weight 48 lbs. 

*A-1676 Same as above, but with View Box 

Drawer in place of one file drawer. 

.ea. $104.00 

* A-1677 Red Fibre Dividers for Adams Koda- 
chrorne Slide Cabinet.per 100 $2,00 

*A-1678 Cardboard Partitions for Adams Ko¬ 
dachrome Slide Cabinet.per 1000 $2.85 

*A-1676A View Box Drawer for A-1675 Cabi¬ 
net ... ea. $ 12.00 


See pages 69 thru 73 for other slide cabinets 




Slide Viewer 

For 2x2" to 2%* 2%" slides 


A-1536 SLIDE VIEWER. All metal slide viewer, ac¬ 
commodates from 2 x 2" to 2% x 2%“ slides. Mag¬ 
nification approximately IVz times. Base is 6x4" 
wide, 5H' high. Finished in gray ivrinkle lacquer. 
Supplied complete with bulb, on-off switch and 6 
ft, cord, For AC or DC. Shipping weight 3 lbs, 

.each $ 6.50 
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For the LECTURER who uses slides, 
charts, or motion pictures 

©Projects a brilliantly illuminated spot in sharp focus on the Pro¬ 
jection Screen... enables Lecturer to point out a specific struc¬ 
ture or area 

tfpot can be readily focused from any distance in the lecture 
hall, using the coarse and fine adjustments 

^Self-contained unit...uses three standard size flashlight bat¬ 
teries and flashlight bulb 

uTOn-off” switch can also he positioned for continuous use... 
equipped with a snap-on clicker for signalling to the projectionist 


PROJECT-O-MATIC 300 

For 2x2", and Bantam Slides assorted 
in any type of mount 
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*A-1520 FLASHLIGHT POINTER, 
12W 1 long, complete with bulb but 
without batteries .each $15.00 

Ouantity Discounts: 6 pieces 5%, 12 pieces 10% 


A-1485/F bulb lor above . each $ .25 Box of 10 $ 2.25 

A-1485/D BATTERY jor above. Size D, Packed 2 dozen per 
box, 4 dozen to a nest, 16 dozen per carton.. ... dozen $2.50 


DA-LITE® Challenger 
Tripod Screens 


EACH 


37" x 50" $34.95 
50"x50" 37.95 


45" x 60" 

^Jorxeo" 

52"x 70" 
70"x 70" 


A-1540 DA-LITE CHAL'LENGER TRIPOD SCREENS 
with push-button release. Faithful reproduction pro¬ 
vided by white glass beaded screen surface. Screen is 
flame- and mildew-resistant —no-rub flat back case 
protects fabric. Attractively finished — case in copper 
bronze and stand in bright plating. Can be supplied in 
mat-white on special request. 


Automatically inserts, 
projects, and refiles the slides 


Tliii unit hutt u tray which moves ttutomalically 
either forward or reverse. The visual slide se¬ 
lector permits projection of slides in any desired 
sequence. Precision shutter eliminates “white 
flash” between slides, High quality light and op¬ 
tical systems with 300 wutt hull) and fast 5" 
Luxiar f/3.5 coated and color corrected lens. 
Built-in storage compartment for extra tray. Cord 
recessed in unique “tuckaway” compartment. 
Motor fan blower assures cool, quiet operation. 
Automatic self-levelling tilt control. All-alumi¬ 
num high-pressure eastings for rugged service. 
Completely rust-proof. Attractive duo-tone fin- 
ish. Operates on 110-120 volt A.C. 


A-1509 PROJECT-O-MATIC 300 AUTOMATIC 
SLIDE PROJECTOR with me and 6 trays. 
...each $79.50 

A-1506 VIEWLEX SLIDE-TRAY for A-1509 Pro¬ 
jector . each $1.00 

A-1507 300 WATT BULB for A-1509 Projector, 
double contact base, bayonet type T-S%. 

...each $3.15 
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17 
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17 
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17 

A-2850 

54 
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55 

A-2855 

54 
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54 
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55 
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56 

A-2876 

56 
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26 
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27 
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27 
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. 26 
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26 
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A-2980 
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A-2996 

A-2 9 9 775 

A-2997/XS 


A-3056 174 

A-3056/D 174 

A-350Q 30,41 

A-3510 30 

A-3512 30 

A-3515 30 

A-3520 fwtti A-2459) 41 

A-3525 (woi A-2467) 41 


B-12 

B-16 

8-20 

B-24 

B-127 

B-260 

8-300 

8-305 

B-305/H 
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B-306F 
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B-3Q8/55 

B-313 

B-313A 

B-313/SP 

B-315 

B-316 

B-317A 

B-317B 


B-525/SS 

B-527A 

B-527B 

B-536A 

B-536B 

B-543A 

B-543B 

B-582 

B-630 

B-630X 

B-630XX 

B-631 

B-645 

B-720 

B-721 

B-725 

B-736 

B-751 

B-756 

B-760 

B-782 

B-782X 

B-783 

B-783X 

B-785 

B-799X 

B-801 

B-820 

B-B25 

B-830 

B-835 

B-840 

B-845 

B-850 

B -868 

B-B70 


0-1121 

B-1300 

0-1300/SS 

6-1302 ... 

B-1304 

0-1592 

B-1593 

0-1965 
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B-2091 

B-2095 . 
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27 

B-318 

91 

B-2230 

. 136 
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. 5 

A-290U/CG 

27 

B-320 

91 

B-2231 

.136 
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.5 

A 2920 

28 
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91 

0-2235 

.136 
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.7 

A-2920B 

28 

B-321 

92 

0-2320 

102 

CM 600 

9 

A-2920/BS 

28 
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104 

B-2323 

102 

CM 610 

9 
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28 
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9 

A-2921 

28 

B-433 . 

104 

B-2330 

. 101 
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9 
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28 
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104 

B-2335/A . 

. 102 
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.9 

A-2922 

28 

B-434 . 

. ... 104 

B-2339 

102 
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.9 

A-2922/BS 

28 

B-434B . 

104 

B-2360 

103 
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. 6 

A-2924 

28 

B-448A 

105 

B-2365 

103 

CM700/AC 

, 6 

A-2924/BS 

28 

B-448B 

105 

B-2370 

103 
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6,7 

A-2926 

28 

B-472 

104 

B-2375 

103 

CM 705 . 

. 6 

A-2926/BS 

28 

B-473 . 

104 

B-3093 

.80 

CT-1/10 

.7 

A-293Q 

11 

B-481 

104 

B-3104 . 

88 

CM 712 

.6 

A-2931 

11 

B-483 . 

.104 



CM 800 . 

. 8 

A-2940 

11 
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. 8 

A-2950 

11 





CM 810 . 

. 8 

A-2951 

11 





CT-1815 . 

. 8 

A-2960 

11 





CM 900 

.14 

A-2962 

11 







A-2970 

11 



C-975 

. 94 



A-2971 

11 

B-S05 . . 

104 

C-980/5S 

. 94 



A-2971/6 

11 

0-510 

105 

C-990/S5 . 

.94 



A-2973 

11 

B-510B 

105 

C-1060/SS 

.94 




C-1061/SS 94 

C-1210 89 

C-1212 89 

C-1221 .89 

C-1684/C .133 

C-1684/X .133 

C-1696 .133 

C-1698 (now C-1696) 133 

C-1700 (now C-1696) 133 

C-1702 (now C-1696) 133 

C-1704 (now C-1696). 133 

C-1705 .133 

C-1710 133 

C-1711 133 

C-1711/D .133 

C-1711 /X . .133 

C-1714 .133 

C-1714X .133 

C-1915 .132 

C-1935 . 132 

C-1981 .89 

C-2695 132 

C-4330 132 

C-4383 .132 

C-4390 .132 


C-4561 .75 


C-4564 .75 


CM 000 2 

CM 001 .2 

CT-1002 .2 

CT-1004 ,, .2 

CT-1004D .4,5 

CM 005 . 2 

CM 050 . 2 

CM 055 .2 

CT-1100 .4 

CM 105 .4 

CM 110 .4 

CM 115 .4 

CM 130 .4 

CM 135 . 4 

CM MO 4 

CM 145 .4 

CM 200 . 5 

CM 205 .5 

CM 210 . 5 

CM 215 .5 

CM 220 .5 

CM 225 . 5 

CM 230 . 5 


CT-2000 . 

.14 

CT-2002 . 

.14 

CT-2010 . 

.15 

CT-2010/H . 

.15 

CT-2015 . 

.15 

CT-2015/H . 

.15 

CT-2020 . 

.15 

CT-2051 . 

.14 

CT-2052 . 

.14 

CT-2055/H 

.15 

CT-2060/H . 

.15 

CT-2101 . 

.14 

CT-2101/A . 

.14 

CT-2110 . 

..15 

CT-2120 . 

.15 

CT-2125 . 

.9,15 

CT-2130 . 

.9,15 

CT-2140 . 

.14 

CT-2150 . 

.14 

CT-2155 . 

.15 

CT-2160 

.15 

CT-2165 . 

.13, 15 

CT-2170 . 

.13,15 

CT-2175 . 

.13,15 

CT-2180 .. 

.14 

CT-2190 . 

.15, 40 

CT-2195 . 

.15 

CT-2200 . 

.14 

CT-2747 . 

.16 

CT-2900 . 

. 10 

CT-2900B . 

10 

CT-2903 . 

. 10 

CT-2910 . 

10 

CT-2915 . 

. 10 

CT-3000 . 

.13 

CT-3010 . 

.13 

CT-3015 . 

.13 

CT-3020 . 

.13 

CT-3025 . 

...13 

CT-3030 . 

.13 

CT-3032 . 

.13 

CT-3034 . 

.13 

CT-3040 . 

.13 

CT-3042 . 

.13 

CT-3044 . 

, 13 

CT-3200 

. 8 

CT-3701 

. 8 

rr-Mifl 

. 8 

CT-3300 . 

.7 

CT-3310 . 

. ;„.;7. 


...140 

.140 

. .127 
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: ' ' "i . X . 
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D-81 

.127 

D-07 

.124 

D-87X 

.124 

D „88 . 

125 

D-89 . 

.125 

D-90G 

125 

D-91 . 

.124 

D-91B 

125 

D-91L ... 

125 

D-92 

. 124 

D-92X 

.125 

D-96 

.125 

D-96X . 

.125 

D-97 . 

.123 

D-99 . 

.125 

D-99/A . 

.125 

D-99/B . 

. . 125 

D-100 

.127 

D-100X . 

127 

D-103 

. 123 

D-104 

. 123 

D-105 . 

.123 

D-110 

. 122 

D-110/B . 

. 122 

D-T 10/C . 

. 122 

D-lll . 

. 122 

D-lll/B ... 

. 122 

D-115 . 

. 122 

D-120 

126 

D-707 . 

.128, 139 

D-858 

.. 98 

D-859 

.98 

D-950 . 

.128 

D-1135 

. 128 

D-T T 36 . 

128 

D-1139 . 

.128 

D-1144L 

.127 

D-1149 . 

. 128 

D-1195 . 

.126 

D-1196A . 

.126 

D-1197 . 

. 126 

D-1198 . 

.. 128 

D-1198X . 

. 128 

D-U98XX , 

. 128 

D-1199 . 

.128 


E-45 .139 

E-80 . 100 

E-81 .100 

E-156 . 139 

E-420 .136 

E-420/B .136 

E-425 .137 

E-940 . 137 

E-940/H .137 

E-941 .137 

E-941/H .137 

E-942 .137 

E-944 . 137 

E-946 . 137 

E-1000 ..138 

E-1001 ..139 

E-100S ..139 

E-1011 ..139 

E-1012 ...139 

E-1012A .. ..........139 

E-1014 ....139 

E-1025 .138 

E-1030 .. .,.138 

E-1040 . 139 

E-1060 .. 138 

E-1344 . ...140 

E-134S .,,.,140 

E-1361 . 140 

E-1362—E-1366 

(new E-1361) . 140 

E-i37i . 140 

E-1372—E-1376 
(now E-13711 .140 


GS-642 .120 

GS-650 .. . 120 


J-100 . 

.112 

J-105 . 

.112 

MOO . 

.109 

J-410 

.109 

J-500 

.112 

MOO . 

. 23 

J-700 . 

.108 

J-710 . 

.108 

J-720 . 

.108 

J-730 . 

.108 

J-750 . 

.108 


M-2200 . 167 

M-2203 .167 

M-2267 . 163 

M-6005 .142 

M-6025 .144 

M-6025X .144 

M-6040 . 145 

M-6041 .145 

M-6055 .146 

M-6055/5 .146 

M-6120 .147 

M-6121 .147 

M-6123 .148 

M-6124 . 149 

M-6125 .148 

M-6135 .147 

M-6150 .150 

M-6151 .150 

M-6200 .153 

M-6200/MP .153 

M-6221 .152 

M-6222 .152 

M-6225 .153 

M-6226 .153 

M-6227 .153 

M-6228 .153 

M-6228/A .153 

M-6230 .154 

M-6265 .151 

M-6266 .151 

M-6267 .151 

M-6268 .151 

M-6270 .151 

M-6295 .152 

M-6315 .154 


P-1025 ....:. 

.,...127 

P-1026 . 

.127 

P-1027 . 

.127 

P-1028 . 

.127 

P-1040 . 

..107 

P-1250 . 

...127 

P-2000/A . 

.....167 

P-2000/C . 

.163 

P-2030 . 

.165 

P-2051 . 

....161 

P-2054 . 

.161 

P-2066 . 

.163 

P-2075 . 

.164 

P-2076 . 

.164 

P-2078 . 

.165 

P-2085 . 

..174 

P-2105 .. 

...168 


P-2115 . 

.168 

P-2122 

.169 

P-2134 

.171 

P-2150 

.160 

P-2333 . 

.174 

P-3000 . 

.157 

P-3000/F . 

.157 

P-3000/M 

.157 

P-3000/S . 

.157 

P-3001 /F 

.157 

P-3001 /M 

.157 

P-3001 /P 

.157 

P-3001 /PB . 

.15 7 

P-3001/S 

.157 

P-3034 . 

.160 

P-3058 . 

.161 

P-3112 . 

.168 

P-3144 

.171 

P-3151 . 

.160 

P-6265 . 

.151 

PB-23 . 

.177 


PE1Q-PE450 .114 

PE-240 .126 

PE50/S-PE240/S .113 

PE-1000 .117 

PE-1500 .119 

PE-1520 .119 

PE-1550 .119 

PE-2600 .119 


PV-87/S . 

.124 

PV-105 . 

.119 

PV-110 . 

.119 

PV-400 

.118 

PV-508 . 

.118 

PV-508 . 

.118,126 

PV-608 

..118 

PV-1800 . 

.19 


PZ-1 . 

.180 

PZ-2 . 

.180 

PZ-421 . 

.180 

PZ-540 . 

.180 

PZ-1301 . 

.178 

PZ-1623 . 

.180 

PZ-1725 . 

.179 


S-6005/A . 

.142 

S-6005/B . 

.142 

5-6006/A . 

.143 

5-6025 . 

.144 

5-6026 . 

.144 

S-6030 . 

.144 

S-6031 . 

...144 

5-6035 . 

.144 

S-6040 . 

.145 

S-6041 . 

.145 

5-6054X . 

.146 

S-6057 . 

.146 

S-6057/S . 

..146' 

5-6060/61 . 

5-6100 . 

.151 

.....149 


S-6101 . 

.149 

S-6115 . 

.148 

5-6115/C 

.148 

S-6116 . 

.148 

5-6130 . 

.ISO 

5-6135 . 

.147 

S-6140 . 

.147 

S-6150 . 

.150 

$-6150/E . 

.150 

5-6160 . 

. 150 

S-6165 

.150 

S-6167 

.150 

5-6170 . 

.150 

S-6200 . 

.153 

S-6280 

.151 

S-6290 

.152 

S-6295 

.152 

S-6296 . 

.152 

S-6300 . 

.152 

S-6310 

.153 

S-6310X 

.153 

S-6315 . 

.154 

5-6316 . 

.154 

5-6320 . 

.154 

$-6380 

.154 


Z-3 . 

.177 

Z-132 

. 177 

Z-802 . 

.178 

Z-1719 . 

.179 

Z-1721 . 

.179 

Z-1722 . 

179 

Z-2293 . 

178 


2000 . 

155 

2000B 

.160 

2000S 

156 

2002 

.159 

2003 . 

159 

2005/H . 

172 

2005/L 

172 

2007 . 

.158 

2008 . 

,158 

2033 . 

.160 

2038 . 

.165 

2044 . 

.,164 

2052 . 

.,161 

2055 . 

.161 

2060 . 

162 

2060/A . 

.162 

2060/L . 

.162 

2060/R . 

,162 

2061 . 

,,162 

2062 . 

.162 

2065 . 

..164 

2067 . 

163 

2092 . 

.174 

2104 . 

166 

2108 . 

.,167 

2121 . 

169 

2124 . 

169 

2125 . 

.169 

2130 . 

.170 

2131 . 

170 

2135 . 

.171 

2145 . 

.171 

2335 . 

.165 

3051 . 

.143 

3054/H . 

143 

3057 . 

.148 

5002 . 

107 

6350 . 

.180 



7000 .192 

7430/X .192 

7474 .192 

7521 .184 

7522 .184 

7523 .184 

7525 .184 

7526 .185 

7527 .184 

7529 ..184 

7530 .185 

7531 .186 

7532 .185 

7533 . 185 

7534 .186 

7536 .186 

7537/A .187 

7537/B .187 

7538 .185 

7539 .186 


7540/B . 

.181 

7540-06/5 . 

.189 

7540-06R/5 ... 

.189 

7541 . 

.188 

7542 . 

188 

7543 . 

.189 

7545 . 

.188 

7546 . 

.189 

7550-06 . 

.181 

7550-06R . 

.181 

7550/A . 

.182 

7550/B . 

.182 

7550/X2 . 

.181,189 

7550/X45 . 

.181 

7551 . 

.182 

7552 . 

.182 

7553 . 

.182 

7554 . 

.182 

7555 . 

183 

7556 . 

.183 


7557 .183 

7558 .183 

7559 .183 

7560 .183 

7561 . 192 

7571 .191 

7572 .191 

7573 . 190 

7573X . 191 

7574 .190 

7574X .191 

7575X . 190 

7752X . 192 

7802X . 187 


9000/APN .173 

9000/B .173 

9000C .173 


9000H 173 

90001 .173 

9000J .173 

9000K . 173 

9000/MNP .173 

9000/NP .173 

9000R .173 

9000S .173 

9268 .175 

9268/H .174 

9269 . 175 

9269/A 175 

9269/D . 175 

9675 .100 

9680 .100 

9685 .100 

9690 .100 

9694 .58 

9695 .148 

9696 . 58 


Hbdominal Viscera Chart.183 

Acetic Acid .36 

Acid, Acetic .36 

Acid, Hydrochloric .36 

Acorn, Kahn Giant.128,139 

Adams—See Listing Under Items 

Adapter, Reducing .15 

Adapters, Centrifuge...13, 15 

Adapters, Luer .121 

Adapters, Nylon Needle .118 

Adapters, Tubing .116,117,121 

Adult Human Bone Skulls.147 

Adult Plastic Skulls.147,149 

Agglutination Viewer, Test Tube.48 

Allis Dry Dissector.96 

Allis Tissue Forceps.105 

Alloy Tuning Forks .133 

Aluminum Slide Binders.202 

Amoeba Model .177 

Amphioxus Development Model.178 

Analytical Centrifuge . 8 

Analytical Weight Sets.21 

Anatomy Atlas .187 

Anatomy Charts.181-192 

Anatomy Kits.79-82 

Anatomy Models .155-175 

Anatomy Slides .194-200 

Anemia Classifier, Best.44 

Angiotribe Forceps ..105 

Angle-Head Centrifuges .5 

"Angle Principle" .3 

Animal Meiosis Models.180 

Animal Mitosis Models.180 

Anticoagulants . 25 

Antigen Pipettes, Kline.53 

Applicators, Silver Nitrate.140 

Apothecary Weight Sets.21 

Apron, Laboratory . 19 

Aqueous Heparin Solution, Sterile.25 

Aqueous Veins Slides.200 

Arm, Human Bone.152 

Arm Model.172 

Arm, Venipuncture Training .173 

Arterial, Venou? and Nervous Systems 

Chart . 188 

Artery Clamp (Jones).104 

Arthritis Slides .197 

Articulated Skeletons.142,143 

Aspirator .30,41 

Aspirator Bulbs, Vaginal.134 

Atlas, Bone.151 

Atlas of Human Anatomy.187 

Atomic Bomb Casualties Slides..200 

Aupette . 24 


Autoclips, Removers, Appliers 103 

Automatic Bi-Valve.116,121 

Automatic Blood Lancets.25 

Automatic Pipetting Device.24 

Axis, Bone . 151 

Ayers Obstetrical Manikin.175 

Ayre "Cone-Knife" .136 

Ayre Handles .134 

Ayre Rotating Brushes.. .136 

Ayre Scrapers.134 


Blood Cells Chart .187 

Blood Chart, Schilling .31 

Blood Constants Calculator, Best 44 

Blood Diluting Pipettes .29 

Blood Donor Needles 118 

Blood Grouping Slides .49 

Blood Lancets . 25 

Blood Pipette Closures .31 

Blood Pipette Mouthpieces.31 

Blood Pipette Shakers .32 

Blood Pipette Tubing 31 

Blood Sedimentation Apparatus 40-43 

Blood Sedimentation Apparatus, 
Westergren .42 


Dochin Charts.190-191 

Bacillary Dysentery Slides.194 

Backhaus Towel Forceps.106 

Bacteria Counters ,., 58 

Bacteriology Chart . 192 

Bacteriology Slides .194,200 

Bakelite Slide Box.66 

Balance, Compact .20 

Balancing Stand, Centrifuge Tube.16 

Ball Sinkers .121 

Balloon Model Kahn Cannula.138 

Balsam, Canada . 74 


Bandage Scissors . 

Bands, Head. 

Batteries, Flashlight . 

"Beauchene" Skull, Human Bone 

Beils, Stethoscope. 

Best Anemia Classifier . 

Best Blood Constants Calculator 


.132 

.129 

148 

130,131 

.44 

.44 


Best Calculator, Wlntrobe .41 

Bibulous Papers .. 74 

Bilirubin Test Kit. I 7 

Bilumen Tubes .123 

Binaural, Stethoscope .131 

Binders, Slide .202 

Binoc-Loupe . 76 

Biocase. 

Biochemistry Slides.I 94 

Biology Slides .. I 94 

Biology Dissecting Kit.78, 79 

Biopsy Curet, Cervical.137 

Bistoury Scalpel . 92 

Bi-Valve, Automatic .116 

Bi-Valve, Hirsch-Adams.121 

Blades, Safety Razor.106 

Blades, Surgeons .. 9 ® 

Blaisdell Pencils. 73 

Blood Cell Counters . 33 

Blood Cell Counting Chambers.26-27 


Blood Sedimentation Apparatus, 

Wintrobe .40, 41 

Blood Sedimentation Charts, Cutler .43 

Blood Sedimentation Tubes, Cutler 43 

Blood Smear Slides .33, 62 

Blood Sugar Tube . 56 

Blood Typing Box . 49 

Blow Pipe.97 

Body Mechanics Slides.198 

Body Organs Chart.192 

Boerner Slide .53 

Bone Preparations .141-154 

Bone Sets, Human . 146 

Bones, Temporal.150 

Bone Conduction Tuning Forks .133 

Bone Cutting Forceps . 98 

Bone Saw. 92 

Botany Models..176-177 

Botany Slides .195 

Bottle Forceps . 107 

Bowen-Adams Wound Clip Rack.102 


Bowles Stethoscope . 130 

Boxes, Cover Glass.64 

Boxes, Micro Slide.64, 66-67 

Bozeman Uterine Dressing Forceps 139 

Brain, Head, Neck and Chest Chart 184 

Brain Models ..166-167 


Brain Model Kit, Hausman.167 


Brain Sections & Slice Reconstruction 


Slides 


197 


Breast Pathology Slides.......199 

Bright-Line Counting Chambers.27 

Brodny Urethrographic Clamp..128 

Bruq's Bone Saw .92 

Brushes. 99 

Brushes, Ayre Colon and Stomach.136 

Brushes, Tube Cleaning.36 

Buckstein Air Insufflator.127 


Bulbs, Aspirator ..,. .134 

Bulbs, Flashlight.129 







































































































































































































































































































































































































































































Bulbs, Scopelite 
Bushing Connector, Nylon 


fpabinets, Kodachrome Slide72, 206-207 


Cabinets, Lantern Slide. 206 

Cabinets, Micro Slide 69-73, 206 

Cabinets, Skeleton .143 

Calculator, Best (Wintrobe).41 

Camel Hair Brushes 99 

Canada Balsam 74 

Cancer Brushes . 136 

Cancer Cytology Outfit. 135 

Cancer Slides 195, 200 

Cannula, Cary .134 

Cannula, Hudgins .137 

Cannula for Hysterosalpingography ,137 

Cannula, Kahn.138-139 

Cannula, Wintrobe . 40 

Cannula Stand, Kahn 139 

Cantor Decompression Sound.122 

Cantor Tube .122 

Capillary Tubes .11 

Capillary Tube Closures .11 

Carborundum Stone .99 

Cardiospasm Dilator .125 

Cargille's Immersion Oil.74 

Carious Molar Mode!.160 

Carmalt Splinter Forceps.94 

Carrel Culture Flasks. 60 

Cartilage Forceps .93 

Cary Metal Uterine Cannula.134 

Cases, Anatomy Chart.181 

Cases, Dissecting Kit.86-87 

Cases, Hypodermic .121 

Cases, Insect .100 

Cases, Thermometer .Ill 

Catheter, Delee .126 

Catheters, Nasal Oxygen .126 

Catheters, Urethral .128 

Catheter Holders.128 

Catheter Stylet .128 

Cedarwood Oil .74 

Cement, Sealing .180 

Centrifuges .1-15 

Centrifuge Guard . 6 

Centrifuge Shields .13,14 

Centrifuge Shield Adapter . 15, 40 

Centrifuge Tubes .13, 15 

Centrifuge Tube Adapters .13, 15 

Centrifuge Tube Balancing Stand.16 

Centrifuge Tube Cushions .14 

Ceramic Ring Slides..53 

Cervical Biopsy Caret .137 

Cervical Cytology Equipment .134-135 

Cervical Cytology Slides .195 

Cervical Vertebrae, Plastic Model .151 

Chain Hook .97 

Chambers, Counting . 26, 27, 58, 59 

Chambers, Fuehs-Rosenthal ..26 

Chambers, Metallized . 27 

Chambers, Neubauer .26, 27 

Chambers, Speirs-Levy .. 27 

Charts, Anatomy .181-192 

Charts, Culler Blood Sedimentation .43 

Charts, Schilling Blood . 31 

Charts, Wintrobe Sedimentation..41 

Chart Board .181 

Chart Cases . 181 

Chart Files . 107 

Chart Holder .. 181 

Chart Mountings...81 

Chart Stand ..181,189 

Chase Hospital Dolls.173 

Chemistry Centrifuge .. 8 

Chemistry Drawing Stencil ... T 8 

Chest Pieces, Stethoscope .130-131 

Chicago Pattern Cartilage Forceps.93 

Children's Skulls . 147 

China Marking Pencils.75 


Circulatory System Charts 190,191 

Circulatory System Model 164 

Cladco-See Listing Under Items 
Clamps . 19 

Clamp, Urethrographic 128 

Clark Probe 96 

Claw Scissors 98 

Cleaners, Hematocrit Tube 41 


Cleaning Jar for Pipetto Washer 30 

' Cleaning Wires, Pipette 31 

Clinical Hemometer, Haden-Hausser 39 

Clinical Medicine Slides .198 

Clinical Pathology Slides 196 

Clippers, Nall 98 

Closures, Blood Pipette 31 

Closures, Capillary Tube 11 

Cole Vein Shipper 117 

Collar and Crown Scissors 98 

Colon Cancer Brush.136 

Colon Tube .127 

Combination Forceps 95 

Communicable Disease Slides 195, 198 
Compact Balance 20 

Comparator, Icterus Ihdex 44 

Compressors, Screw.19 

Concavity Slides 49,52-53,60 

Cone-Knife, Ayre 136 

Coplin Staining Jar 66 

Corning Daylight Filters 57 

Counters, Bacteria 58 

Counters, Laboratory 33 

Counting Chambers 26-27, 58-59 

Counting Slide, Spelrs-Lcvy 27 

Covers, Microscope 58 

Covers, Skull 148 

Covers, Specimen .58 

Cover Glasses, Hemacytometer . 27 

Cover Glasses, Micro 63-64 

Cover Glasses, Student .99 

Cover Glass Boxes . 64 

Cover Glass Forceps 95 

Cover Slides, Kodachrome. 202 

Coxeter Cartilage Forceps.93 

Crayfish Model. ,180 

C, R. I. Germicide .109 

Crile Forceps. 104 

Crile-Wood Needle Holdor.106 

Critocaps .11 

Cross Matching Safety Rack.9 

Crucible Tongs .18 

Culture Flasks, Carrel. 60 

Caret, Nolan-Budd .137 

Cutler Blood Sedimentation Apparatus 43 

Cytology Brushes.136 

Cytology Equipment.134-135 

Cytology Slides ..195, 199 

Cyto-Mailer . 68 


Ua-Lite Screens.208 

Dark Field Slides .62 

Daylight Filters, Scopolite 57 

Decompression Sound, Cantor . 122 

DeLee Catheter ..126 

Deice Mucus Trap.126 

Demonstration Skull . 149 

Dental Pathology Slides..200 

Dental Skulls .148 

Dermatology Slides ..195-196 

Diabetic Self-Care Slides.197 

Diamond Point Pencils .75 

Diamond Rh Typing Box....49 

Dicot Model .176 

Dieffenbach Serreflnes . 104 

Differential Counters .33 

Diffractometer, Haden-Hausser .45 

Digestion Tube, Folln-Wu .56 

Digestive System Charts . .183, 184 

Digestive System Models .. 165 


Dilator, Cardiospasm .125 

Dilators, Rectal . 127 

Director, Grooved 97 

Disarticulated Skeletons.14S, 146 

Disarticulated Skulls .ISO 

Disc Model, Herniated .151 

Diseases of the Blood Chari 187 

Dishes, Staining . 66 

Display Cases, Insect.100 

Disposable Blood Lancets.25 

Dissectible Demonstration Skulls.149 

Dissecting Forceps . 94 

Dissecting Instruments.88-98 

Dissecting Kits .77-85 

Dissecting Kit Cases.86-87 

Dissecting Scissors .89 

Dissectors .96 

Divider, Metal.129 

Dolls, Chase Hospital.173 

Dolls, Child Size.173 

Dolls, Fetal .175 

Dolls, Infant.173 

Donor Needles .118 

Drawing Stencil .18 

Dropper, Medicine . 99 

Dropping Pipette.36, 99 

Dropping Pipette, Serological .S3 

Drops, Duodenal. 125 

Dry Dissectors. 96 

Drybrow Sweat Pad .107 

Duodenal Drops .125 

Duodenal Tubes .122-126 

Duodenum, Stomach and Pancreas 

Model.165 

Durable Models.155-180 

Dust Counting Chamber .59 

Dysentery Slides .194 


£ A-50 Stain . 135 

EA-65 Stain .135 

E & G Illuminator. 57 

Ear Charts . 183,185 

Ear Forceps .132 

Ear Models .170-171 

Earthworm Models . 180 

Einhorn Cardiospasm Dilator.125 

Einhorn Tubes .123,125 

Elbow Joint .152 

Electric Timers .22 

Embryology Chart.186 

Embryology Slides .196,200 

Endocrine Glands Chart .183,186 

Enterobiasis Slide Mailer.68 

Envelopes, Slide Mailing.68 

Eosinophil Counting Slide.27 

Erythrocytometer.45 

Eye Charts . 183,184 

Eye Forceps..94 

Eye Models. 169 

Eyepiece Micrometers . 59 


lace and Neck Muscles Chart 
Feilchenfeld's Splinter Forceps. 


Female Figure Models ..158-159 

Female Organs Model. -174 

Female Pelvis .153, 174 

Female Torso Model . 155 

Femur, Human Bone ....154 


Ferguson's Angiotrlbe Forceps 
Fetal Doll 
Fetal Skeletons 

Fetal Skulls . ... 



Files, Chart . 107 

Files, Film Strip .205 

Files, Kodachrome Slide .204 

Files, Slide . 205 

Film, Polyethylene .119 

Film Strip Files .205 

Filter, Corning .57 

Filter Pump .30 

Finger Splints .107 

First Aid Chart .192 

Flashlights .129 

Flashlight Batteries, Bulbs.129 

Flashlight Pointer .208 

Flasks, Culture .60 

Flesh Hooks .97 

Floats, Hydrometer .16 

Flower Model .177 

Foerster Sponge Forceps .139 

Folin Micro Pipettes.55 

Folin-Wu Pipettes .55 

Folin-Wu Tubes .56 

Foot, Skeleton.154 

Forceps .93-95 

Forceps, Bone Cutting.98 

Forceps, Cartilage.93 

Forceps, Dissecting .94 

Forceps, Ear .132 

Forceps, Eye .94 

Forceps, Insect Pinning.100 

Forceps, Specimen.93 

Forceps, Sponge . 139 

Forceps, Sterilizer .107 

Forceps, Thumb . 93 

Forceps, Towel .106 

Forceps, Uterine Dressing. 139 

Forceps, Utility .107 

Forceps, Weight Lifting .20 

Forceps, Wound Clip. 102 

Ford Stethoscopes .130 

Ford-Bowles Stethoscopes .131 

Forks, Tuning .133 

Fouchet's Reagent.17 

Franklin Bilirubin Test Kit.17 

French Pattern Scalpels.91 

Frog Models.179 

Frohse Anatomy Charts.182-183 

Frohse Atlas of Anatomy.187 

Fuchs-Rosenthal Chambers .26 

Fungus Microculture Slide.61 


ualton Whistle.133 

Gastrectomy Tubes .123 

Gaslro-Duodenal Tubes.123,126 

Gellhorn Pessaries.140 

Germicide, C.R.I. 109 

Germicide, Iodide.108 

Gits Knife. 98 

Glasses, Reading . 76 

Glasses, Watch. 18 

Glass Centrifuge Tubes.13,15 

Glass Marking inks.75 

Glass Marking Pencils.75 

Glass Observation Tubes ..121 

Glass Stirring Rod.36 

Gold Seal-See Listing Under Items 

Graves Vaginal Speculum.139 

Grooved Director . 97 

Gynecoid Female Pelvis Model.153 


fladen-Hausser Diffractometer.45 

Haden-Hausser Erythrocytometer.45 


Haden-Hausser Hemometers 38, 39 

Haden Hemometer Tubes.36 

Hair Cap Moss Model.177 

Hair and Skin Chart.184 

Haldane Hemometer Tubes.36 

Halstead Mosquito Forceps.104 

Hammers, Percussion .129 

Hands, Skeleton .152 

Hand Centrifuges . 8 

Hand Tally Counters. 33 

Handles, Ayre Scraper.134 

Handles, Kahn Trigger Cannula.139 

Handles, Laryngeal Mirror.132 

Handles, Surgeons Blade. 90 

Harris Hematoxylin Stain.135 

Hartman Tuning Forks.133 

Hatch Dust Counting Chamber.59 

Hausman Basic Brain Model Kit.167 

Hayem's Solution .36 

Head Bands .132 

Head Charts ....183, 184 

Head Mirrors .132 

Head and Neck Models.160 

Heart Charts .184 

Heart Disease Slides .197 

Heart Models .163 

Heath Clip Removing Forceps . 102 

Hegenbarth-Adams Wound 

Clip Forceps .102 

Helber Bacteria Counter.58 

Hemacytometer Case .28 

Hemacytometer Cover Glasses.27 

Hemacytometer Outfits . 28, 35, 37, 39 

Hematocrit Tube Cleaners 41 

Hematocrit Tube Readers. 11 

Hematocrit Tubes, Wintrobe 40 

Hematology Slides .196 

Hematoxylin Stain, Harris .135 

Hemoglobin Pipettes . 35, 36, 37 

Helnoglobin Scale, Tallqvist-Adams 45 

Hemometers, Haden-Hausser.38, 39 

Hemometers, Sahli-Adams .34 

Hemometers, Sahli-Haden.37 

Hemometer Case.. 34, 37, 38 

Hemometer Outfits .34-39 

Hemometer Tubes .36, 37 

Hemostats .104-105 

Heparinized Capillary Tubes. 11 

Heparin Solution, Sterile Aqueous 25 

Herniated Disc Model..151 

Hip Joint .153 

Hirsch-Adams 

Automatic Bi-Valve.116, 121 

Histology Slides .194 

History of Medicine Slides.196 

Hodge Pessaries .140 

Hoffman Screw Compressors .19 

Holders, Catheter .128 

Holders, Needle . 97 

Holders, Slide . 95 

Holders, Test Tube.95 

Hones...99 

Hooks .97 

Hooks, Flesh .97 

Horse's Forelimb Model.178 

Hospital Dolls, Chase..173 

Howard Eyepiece Micrometer 59 

Howard Mold Counting Chamber. 59 

Huber Lung Model.162 

Huber Probe . 96 

Hudgins Cannula . 137 

Human Bone Preparations and 

Skeletons.141-154 

Hbman Fetus Development Chart 192 

Hyams Cannula Tip.139 

Hydra Model .177 

Hydrochloric Add .36 

Hydrometer Floats .16 

Hydrothermy Apparatus, Intrapelvic .140 

Hy-lite Counting Chambers .27 

Hypodermic Needles ..120 

Hypodermic Syringes .120 

Hypodermic Syringe Cases . 121 


Hypodermoclysis Tube 127 

Hysterography, Traction. 138-139 

Hysterosalpingography Outfit . .138-139 


Icterus Index Comparator.44 

Illuminators, Microscope .57 

Immersion Oils .74 

Incubator, Test Tube,, .47 

Infusion Tube . 127 

Inks, Glass Marking .75 

Inks, Porcelain Marking .75 

Inoculating Loops . 61 

Inoculating Needles . 61 

Insect Display Cases . 100 

Insect Heads Model . .178 

Insect Pins ..100 

Insect Pinning Forceps .100 

Insect Storage Cases . 100 

Instruments, Dissecting 88-98 

Instrument Rolls .87 

Insufflator, Buckstein Air.127 

Interval Timers . 22 

Intestinal Decompression Tubes.122 

Intestinal Decompression Sound 122 

Intracerebral Hemorrhage Slides 197 

Intramedic—See Listing Under Items 
Intrapelvic Hydrothermy Apparatus.., 140 

intra-Uterine Life Chart. 188 

Intravenous Tubing ..113-115, 118 

Intubation Tubes ..122 

Iodide .108 

lodophor Germicide .108 

Iridectomy Scissors . 89 

Iris Scissors . 89 

Irrigating Syringes .121 

IV Tubing, Vinyl.......118 

Ivalon Surgical Sponge.119 


iars, Staining.66 

Jaw Bones . 150 

Jones Forceps .104 

Jones Towel Forceps.106 

Junior Centrifuges.6-7 


Justrite-See Listing Under Items 
Jutte Tube. 


fVahn Cannula Stand . 139 

Kahn Slit Lamp . ...48 

Kahn Surgical Scissors...101 

Kahn Test Shaker .46 

Kahn Test Tube Rack ..46 

Kahn Traction Tenaculum ...;. 139 

Kahn Tubes . 9, IS 

Kahn Uterine Trigger Cannulas ..138-139 

Keidel Vacuum Tubes......25 

Kelly Forceps. 104 

Kelly-Rankin Forceps..105 

Kidney Charts .... 185 

Kidney Disease Slides..201 

Kidney Models . 164 

Kirkbrlde Slide Holder. .......'..#5 

Kits, Anatomy.79-82 
































































































































































































































































































































































































































Kits, Biology . 79 

Kits, Dissecting . 77-85 

Kits, Nurses . 86 

Kits, Veterinary . 84 ' 8S 

Kline Antigen Pipettes..53 

Kline Concavity Slides . 52 

Kline Ring Maker.52 

Knee Joints .153 

Knife, Ay re Cone .. 136 

Knife, Cartilage . 92 

Knife, Gits . 98 

Kocher Forceps . 

Kodathromes .193-201 

Kodachrome Cover Slides.202 

Kodachrome Slide Cabinets .72, 206, 207 

Kodachrome Slide Files..204 

Kolle Needle Holder. 6' 

Kuehne Cover Glass Forceps.95 


Labels, Micro Slide.75 

Laboratory Apron, Vinyl .19 

Laboratory Counters . 33 

Laboratory Pencils .75 

Laboratory Stoppers .18 

Laboratory Tuning Forks . 133 

Labyrinth Model .171 

Lambda Micropets .56 

Lancets, Blood.25 

Landau-Adams Microsedlmenfatlon 

Apparatus . 43 

lantern Slides .193-201 

Lantern Slide Cabinets . 73, 206 

Lantern Slide Files , 73, 204,205 

Lantern Slide View Boxes 203 

Lantern Slide Viewers .207 

Laryngeal Mirrors .132 

Larynx Charts.186 

Larynx Models .151 

Leaf Model..176 

Leg Model .. 172 

Legs, Skeleton. 153 

Lens Paper .74 

Levin Tube .124 

Levy Counting Chambers.26 

Levy-Hausser Counting Chambers 26 

Lifter, Section .97 

Linen Tape Measure. 129 

Liston Bone Cutting Forceps...98 

Litmus Paper . 15 

Littauer Stitch Scissors.101 

Liver, Spleen and Kidney Model 164 

Loops, inoculating .61 

Lubricant for Skin.112 

Lucae Ear Forceps...132 

Luer-Sllp Adapters . .116 

Luer-Stub Adapters .. 117 

Lufkin Tape Measure.129 

Lung Charts.184 

Lung Models.161,162 

Lung Model, Huber..162 

Luxor—See Listing Under Items 

Lymphatic System Charts.185, 190 

Lyon Tube.124 


Manikins, Hospital .173 

Manikins, Stander Obstetrical 1' 4 

Map Form Slide Trays _ — 69 

Margin-Free Blood Smear Slides 33, 62 


Marsters Incubator 47 

Mass Screening Cytology Kits 135 

Matiner Duodenal Tube 126 

Maximov Tissue Culture Slide 60 

Mayo Scissors 88 

Mayo-Hegar Needle Holder . 106 

Mazzini Test Slides 52-53 

McClure Iris Scissors . 89 

MD Metal Tape Measure.129 

Mechanical Hematocrit Tube Reader 11 

Medical History Slides 196 

Medlchromes . 193-201 

Medichrome Slide Binders 202 

Medichrome View Boxes 203 

Medicine Dropper. 99 

Metal Dividers . I 29 

Metallized Counting Chambers 27 

Metric and Apothecary Weight Sets 21 
Michel Anatomy Charts, 188-189 

Michel Wound Clips , 1° 2 

Micro-Chemistry Centrifuge 12-13 

Micro Concavity Slides 60 

Micro Cover Glasses . 63, 64 

Micro Cover Glasses, Student 99 

Mlcro-Hematocrlt Centrifuge 10-11 

Micro Safety-Head Centrifuge . 7 

Micro Slides . 62, 64 

Micro Slides, Student 99 

Micro Slide Boxes 64, 66-67 

Micro Slide Cabinets 69-72, 206 

Micro Slide Labels ., 75 

Microbiology Slides 198 

Microculture Slides .61 

Microflocculation Test Slides 52-53 

Micrometers, Eyepiece 59 

Micropots . 56 

Microscope Covers 58 

Microscope Illuminators 57 

Microsedimentation Apparatus, 
Landau-Adams 43 

Midget Urinometers 16 

Minuten Pins. 100 

Mirror, Head 132 

Mirrors, Laryngeal . 132 

Models, Anatomy ..155-175 

Models, Botany.176-177 

Models, Torso .157 

Models, Zoology .177-180 

Mohr Pinchcock Clamp 19 

Mohr Pipettes .54 

Molar Model, Carious.160 

Mold Counting Chamber.59 

Manocot Model..176 

Mosquito Forceps . 104 

Motion Picture, Cytology.135 

Motion Picture, Obstetrical.175 

Mountings, Chart .181 

Mounts, Rlker Specimen .100 

Mouthpieces, Blood Pipette..31 

Mucus Trap, Deleo.126 

Muscles of Face and Neck Chart .192 

Muscle Skeletons. ,144 

Muscular System Charts.182, 1 88, 191 

Museum Jar Cement ...180 

Mycology Slides .195 


Magnifiers. 

.76 

Null Clippers.. 

.98 

Mailers, Slide . 

.68 

Nasal Oxygen Catheter. 

.126 

Male and Female Pelvis Organs 


Nasal Speculum 

.132 

Charts . 

..183 

Nasal Structure Model. 

.160 

Male Figure Models. 

158-159 

Neck Charts .. 

.183,184 

Male Urogenital Organs Modal. 

. ,165 

Nock and Head Models. 

.160 

Mall Probe and Seeker. 

. 96 

Needles, Blood Donor 

.118 

Manikin, Ayers Obstetrical 

.175 

Needles, Hypodermic .. 

.120 


Needles, Inoculating .61 

Needles, Spinal Puncture .121 

Needles, Suture .97 

Needles, Teasing . 97 

Needle Adapters.118 

Needle Holders 61, 97, 106 

Nelaton Catheters . 128 

Nervous System Charts .182,190,191 

Nervous 5ystem Models . 168 

Neubauer Counting Chambers.26 

Neuroanatomy Slides .197 

Neurological Percussion Hammers.129 

Neurology Chart Slides.195 

Neuropathology Slides .197 

Neuroradiology Slides .197 

Neurosurgery Slides .197 

Newcomer Pipette .36 

Nichromc Wire Inoculating Loop. 61 

Nolan-Budd Cervical Biopsy Curet.137 

Normal Histology Slides .194 

Novy Cover Glass Forceps.95 

Nurses Kits .78, 86 

Nursing Slides 198-199 

Nutritional Deficiency Disease Slides 196 

Nylon Bushing Connectors .118 

Nylon Needle Adapters.118 


Obstetrical Manikins.174-175 

Obstetrical Motion Picture 175 

Obstetrical Slides 195,199 

Ocular Histopathology Slides 200 

Office Model Kahn Cannula 138 

QG-6 Stain .135 

Oil, Immersion .74 

Oil Stones 99 

Olympian Slop Watch. 22 

Ophthalmology Slides . 199-200 

Oral Pathology Slides 20Q 

Organs of the Body Chart 192 

Orthopaedic Nursing Slides 198 

Osteoioglcal Preparations 141-154 

Osteology Chart .189 

Osteotome . 96 

Ostwald-Folln Pipettes .55 

Oval Bead Pipettes 29 

Oxygen Catheter.126 


fanercas Model .165 

Papanicolaou Stains 135 

Papanicolaou Test Equipment 134-135 

Paper, Lens .74 

Paper, Litmus . 16 

Pathology Slides .. 193-201 

Pcan Forceps 104 

Pediatric Slides .198,201 

Pelves, Bone Models .153 

Pencils . 75 

Pencils, Diamond Point.75 

Perch Mode! .180 

Percussion Hammers .129 

Periosteal Elevator, Sayres . 96 

Pessaries, Gsllhorn .140 

Pessaries, Hodge. 140 

Pessaries, Plexiglas 140 

Pessaries, Smith ^40 

Petroff-Hausser Bacteria Counter 58 

Petrographic Slides .62 

Petrographic Slide Box..66 

Pharynx Charts . 5 86 

Physicians Centrifuges... 6, 7 

Physicians Outfit for Wlntrobe Test.41 

Physicians Cytology Outfit ..135 





Reader, Hematocrit Tube.11 

Reading Glasses.76 

Reagent, Fouchet's .17 

Receiving Tubes, Folin-Wu.56 

Rectal Dilators.127 

Redi-Lance .25 

Red Tip Capillary Tubes.11 

Reducing Adapter.15 

Rehfuss Tube.125 

Reich-Nechtow Hydrothermy 

Apparatus .140 

Rein Concavity Slides . 52 

Replaceable Blade Scalpel .90 

Respirator Care Slides.198 

Respiratory (JDrgans Models.161 

Respiratory System Charts...,,.186 

Rh Typing Box . 49 

Riker Specimen Mounts.100 

Ring Biopsy Knife.136 

Ring Maker, Kline.52 

"Rite-On" Micro Slides ..62,135 

Robinson Catheters.128 

Rochester-Pean Forceps.105 

Rochester-Ochsner Forceps.105 

Rod, Stirring.36 

Rolls, Instrument. 87 

Root Tip Model.176 

Ross-Adams Lens Tissues.74 

Rotating Brushes, Ayre.136 

Rotators.50-51 

Rubber Bulbs, Vaginal .134 

Rubber Nipples for Dropper .99 

Rubber Stoppers .18 

Rubber Tubing .128 

Rulers .99 


Pins, Insect and Minuten.100 

Pin Worm Slide Mailers . 68 

Pinchcock Clamp.19 

Pipe, Blow .97 

Pipettes, A/1 .29 

Pipettes, Blood Diluting .29 

Pipettes, Dropping .36, 99 

Pipettes, Folln Micro .55 

Pipettes, Folin-Wu .55 

Pipettes, Hemoglobin . 35, 36, 37 

Pipettes, Kline Antigen .53 

Pipettes, Landau-Adams 

Microsedimentation .43 

Pipettes, Mohr .54 

Pipettes, Newcomer .36 

Pipettes, Ostwald-Folin .55 

Pipettes, Oval Bead .29 

Pipettes, Sahli .35 

Pipettes, Serological .54 

Pipettes, Serological Dropping .53 

Pipettes, Transfer . 54 

Pipettes, Ulrich .36, 37 

Pipettes, Vagina! . 134 

Pipettes, V.D.R.L.55 

Pipettes, Westergren .42 

Pipettes, Wintrobe .40 

Pipette Cleaning Wires .. 31 

Pipette Closures .31 

Pipette Mouthpieces .31 

Pipette Shakers .32 

Pipette Suction Apparatus .31 

Pipette Tubing, Blood .31 

Pipette Washer .30 

Pipetting Device, Automatic.24 

Pistil Model .177 

Plastic Bone Preparations.141-154 

Plastic Finger Splints.107 

Plastic Tubing .113-115,118 

Plastic Tubing Adapters.116,117 

Plate, Polyethylene .119 

Platinum Wire .61 

Platinum Wire Inoculating Needle 61 

Plexiglas Pessaries .140 

Plexiglas Rectal Dilators .,.127 

Pocket Flashlight .129 

Pocket Magnifiers.76 

Pointer, Flashlight.208 

Polyethylene Duodenal Tube.126 

Polyethylene Film .119 

Polyethylene Plate .119 

Polyethylene Tubing.113-115 

Polytrichum Model .177 

Pregnancy Model, Full Term .174 

Pressure Point Chart.192 

Probes .96 

Projection Screens.208 

Project-O-Matic.208 

Projectors .208 

Protective Guard.6 

Public Health Nursing Slides.199 

Pump, Aspirator Type.30 

Puncture Needle, Spinal.121 


Safeguard Centrifuges.3-5 

Safety-Head Centrifuges.2 

Safety Rack, Cross Matching. 9 

Safety Razor.106 

Sahli-Adams Hemometers .34, 35 

Sahli-Adams Hemometer Tubes .36 

Sahli-Haden Hemometers .37 

Sahli Hemoglobin Pipettes.35 

Sahli Hemometer Tubes.36 

Saw, Bone . 92 

Sayres Periosteal Elevator.96 

Scales, Tallqvist-Adams Hemoglobin .45 

Scalpels.90-92 

Schick Anatomy Charts.184-187 

Schilling Blood Chart.31 

Schultze Obstetrical Chart Slides.195 

Scissors .88-89,101 

Scissors, Claw. 98 

Scissors, Collar and Crown.98 

Scopelite .. 87 

Scrapers, Ayre's .134 

Screens, Motion Picture.208 

Screens, Projection .208 

Screw Compressors .19 

Seal-Ease ." 


Shakers, Thermometer.110 

Shakers, Blood Pipette .32 

Shakers, Kahn Test. 46 

Shakers, Utility. 46 

Shields, Centrifuge.13-14 

Shield Adapters, Centrifuge.15,40 

Shillaber's Immersion Oil .74 

Shoemaker Fungus Micro-Culture Slide 61 

Silielad .23 

Silicone Concentrate .23 

Silicone Skin Spray..112 

Sinkers, Ball . 121 

Silver Nitrate Applicators .140 

Skeletons.141-154 

Skeletons, Disarticulated .145-146 

Skeletons, Fetal.144 

Skeletons, Muscle ..144 

Skeleton Cabinets .. 143 

Skeleton Charts .182, 191 

Skeleton Stands.143 

Skin Adherent, Liquid Plastic....112 

Skin Charts ..184 

Skin Models .171 

Skin Spray, Silicone .112 

Skulls .147-150 

Skull, "Beauchene".148 

Skull Covers .148 

Skull Stand.148 

Slides, Blood Grouping .49 

Slides, Blood Smear .33, 62 

Slides, Boemer . 53 

Slides, Ceramic Ring .53 

Slides, Concavity .49 

Slides, Kodachrome .193-201 

Slides, Kodachrome Cover ..202 

Stides, Lantern .193-201 

Slides, Mazzini .52-53 

Slides, Medichrome .193-201 

Slides, Micro .62, 64 

Slides, Micro Concavity .... 60 

Slides, Microculture . 61 

Slides, Microflocculation Test .52-53 

Slides, Rein Concavity . 52 

Slides, Urine Sedimentation .17 

Slide Binders .202 

Slide Boxes, Micro .66-67 

Slide Cabinets .69-73, 206-207 

Slide Files ....204, 205 

Slide Forceps .95 

Slide Holders . 95 

Slide Labels, Micro ..75 

Slide Mailers .68 

Slide Mailing Envelopes .68 

Slide Projectors .208 

Slide Trays .69, 70, 71 

Slide Viewer . 207, 

Slit Lamp, Steiger-Simpson Kahn.48 

Smith Pessaries .140 

Sodium Citrate . 43 

Sound, Cantor Decompression ..122 

Spatulas . 18 

Specimen Covers.58 

Specimen Forceps .107 

Specimen Mounts .100 

Speculum,-Nasal.132 

Speculum, Vaginal .139 

Speirs-levy Slide .. 27 


Quincke Spinal Puncture Needle 


Sealing Cement 
Sealskin Adherent 

Section Lifters. 

Section Razors 


180 Spinal Cord Model ..168 

112 Spinal Puncture Needles .121 

97 Spine and Spinal Nerves Chart.189 

. 98 Spiracrit ..11 


Racks, Kahn Test Tube 

Racks, Landau-Adams 

Racks, Staining . 

Racks, Wlntrobe Tube 
Racks, Wound Clip 

Razors . 

Razor Blades. 


46 

43 

65 

.40 


98,106 


106 


5ectional Slide Cabinets. 73, 206 

Sedgewick-Rafter Counting Chambers 59 

Sedimentation Apparatus, Blood 40-42 

Sedimentation Charts, Wintrobe.41 

Sedimentation Slides, Urine. 17 


Seekers.. 96 

Sero-Fuge . 9 

Serological Pipettes. 53, 54 

Sero-Tubqs ..9,15 


Serrefines, Dieffenbach 

Serum Tubes. 

Sexless Torso Model ... 
Shadow Boxes. 


Spleen Model .164 

Splfnter Forceps . 94 

Splints, Finger.107 

Sponge, Surgical.119 

Sponge Forceps.139 

Spring Wind Timers.22 

Squibb Urlnometer . 16 

Stains, Papanicolaou.. .135 

Staining Dishes and Jars.66 

Staining Trays and Racks.65 

Stand, Cannula.139 

Stand, Chart ..181 

Stand, Skeleton.143 
















































































































































































































































































































































































































































Stand, Skull 

.148 

Standard Centrifuges . 

. 4 

Slander Obstetrical Manikin 

„ . 174 

Steiger-Simpson Kahn Slit Lamp 

.48 

Stencil, Chemistry Drawing 

.18 

Sterile Aqueous Heparin Solution 

.25 

Sterile Blood Lancets. 

.25 

Sterile Levin Tube . 

.124 

Sterile Luer-Stub Adapters 

.117 

Sterile Plastic Tubing . 

.113 

Sterile Polyethylene Tubing . 

.113 

Sterilizer Forceps. 

. 107 

Stethoscopes 

130-131 

Stethoscope Bells and Ear Tips. 

130-131 

Stethoscope Tubing 

.131 

Stirring Rod . 

.36 

Stomach Cancer Brush 

.136 

Stomach, Duodenum and 


Pancreas Model 

.165 

Stones, Oil .. 

. 99 

Stop Watches . 

.22 

Stoppers, Laboratory. 

.18 

Storage Cases, Insect 

.too 

Strip Film Files 

205 

Stripper, Cole Vein 

.117 

Strumpell & Jacob Neurology 


Chart Slides .. 

195 

Student Cover Glasses 

99 

Student Micro Slides 

.99 

Student Scalpel. 

90 

Stylet, Catheter. 

.120 

Substago Lamps, Bulbs 

.5^ 

Suction Apparatus. 

. 43 

Suction Pipette . 

.31 

Surgeons Blades. 

.90 

Surgeons Blade Handles . 

.90 

Surgeons Scalpels . 

90-91 

Surgical Scissors .. 

88,101 

Surgical Sponge, Ivalon. 

119 

Suture Needles . 

. 97 

Sweat Pad . 

.107 

Syphilology Slides. . 

.195 

Syringes, Aupette 

.24 

Syringes, Hypodermic . 

.120 

Syringes, Irrigating. 

121 

Syringe Stems, Cannula. 

137 


9 Drain... 

Tabulators .... 

Tallqvist-Adams Hemoglobin Scale 

Tally Counters . 

Tape Measures. 

Taylor Percussion Hammers. 

Teasing Needles ..... .. 

Temporal Bones .. 

Tenaculum . . 

Tenaculum, Kahn Traction 

Tenotome .. 

Test Kit, Bilirubin . . 

Test Shaker, Kahn .. 

Test Slides, Micrbflocculatlon 

Test Tubes ... 

Test Tubes, Kahn.. 

Test Tube Agglutination Viewer. 

Test Tube Holder. 

Test Tube Incubator . 

Testicular Biopsy Slides ... 

Thermometers, Oral .. 

Thermometers, Rectal . 

Thermometers, Veterinary . 

Thermometer Cases.. 

Thermometer Shaker. 

Thoracic and Abdominal 

Viscera Chart. . 

Throat, Larynx and Pharynx Chart, 

Thumb Forceps ,... 

Tiemann Catheters . . .. 

Timers, Electric .. 

Timers, Interval . 


Timers, Spring Wind 
Tips, Cannula 
Tips, Urethral 
Tissue Forceps 
Tangs, Crucible 


...... 22 

139 
128 
93, 105 
18 


Utility Slide Boxes 
Utility Trays 


Tooth Models 160 

Torso Models 155-157 

Totco Autoclips 108 

Towel Forceps. 106 

Trachea Model 161 

Tracheotomy Care Slides 198 

Traction Hysterography 138-139 

Traction Tenaculum 139 

Trainer Stop Watch 22 

Training Arm, Venipuncture 173 

Transfer Pipettes. 54 

Transformers, Centrifuge 6, 7, 9, 10, 13 
Transformers, Kahn Shaker 46 

Transformers, Pipette Shaker 32 

Transformers, Rotator 50, 51 

Trap, DeLee Mucus.126 

Trays, Micro Slide 69,70-71 

Trays, Staining 65 

Tray, Utility 65 

Triple Chain Hook 97 

Tropical Disease Slides 201 

Tubes, Blood Sugar. ...56 

Tubes, Capillary . 11 

Tubes, Centrifuge .9, 13, 15 

Tubes, Colon .127 

Tubes, Cutler .43 

Tubes, Folln-Wu Blood Sugar . 56 

Tubes, Folln-Wu Digestion .56 

Tubes, Gastrectomy .123 

Tubes, Gastro-Duodcnal.123-126 

Tubes, Gastro-lntestinal . ,122-126 

Tubes, Hemometer . 36, 37 

Tubes, Hypodermoelysis .127 

Tubes, Infusion .127 

Tubes, Intestinal Intubation.122 

Tubes, Keldol Vacuum .25 

Tubes, Receiving .56 

Tubes, Serum .11 

Tubes, Stomach .122-126 

Tubes, Universal .56 

Tubes, Wintrobe Hematocrit .40 

Tube Balancing Stand, Centrifuge 16 

Tube Cleaners, Hematocrit.41 

Tube Cushions, Centrifuge .14 

Tube Holders, Tost . 95 

Tube Readers, Hematocrit .,,11 

Tube Sealer and Holder 11 

Tuberculosis Slides ..201 

Tubing, Blood Pipette .31 

Tubing, Plastic.113-115,118 

Tubing, Polyethylene 113-115 

Tubing, Rubber..128 

Tubing, Vinyl IV.118 

Tubing Adapters .116,117,121 

Tuning Forks.133 

Tuohy Adapter. 117 

Typing ftbxi.l..L.L.'....1. 


Waeuum Tubes, Keidel 
Vaginal Cytology Slides 
Vaginal Pipettes 
Vaginal Speculum 
Vascular Disease Slides 
V.D.R.L. Pipettes 
Vein Stripper, Cole 
Venipuncture Training Arm 
Venodysls Tube 
Ventricles of Human Brain 
Vertebral Columns 
Vertebral Column Models 
Veterinary Anatomy Kits 
Veterinary Scalpel 
Veterinary Slides 
Veterinary Thermometers 
Vienna Pattern Nasal Speculum 
View Boxes 
Viewer, Slide 

Viewer, Test Tube Agglutination 
Viewlex Proiect-O-Matic 
Vinyl IV Tubing 
Vinyl Laboratory Apron 
Virology Slides 
Virtus Splinter Forceps 
Vision Chart 
Visual Aids 


,25 

195, 199 
.134 
139 
197 
.55 

117 
173 

.127 

167 
151 

168 
84-85 

92 

201 

111 

132 

203 

207 

48 

20B 

118 
19 

194 

94 

184 

141-208 


Washers, Pipette 30 

Washita OH Stone 99 

Walch Glasses ...... 18 

Watches, Stop 22 

Watchmaker's Forceps 94 

Weight Lifting Forceps 20 

Weight Sels, Analytical 21 

Weight Sots, Apothecary 21 

Weight Sets, Metric 21 

Weitergron Blood Sedimentation 
Apparatus 42 

Whipple Eyepiece Micrometer 59 

Whistle, Gallon . 133 

WHde Ear Forceps 132 

Wintrobe Blood Sedimentation 

Apparatus . 40-41 

Wire, Platinum ... 61 

Wires, Pipelte Cleaning .31 

Wound Clips .102,103 

Wound Clip AppHers 103 

Wound Clip Forceps .102 

Wound Clip Racks 102 

Wound Clip Removers 102,103 

Wound Healing 201 
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Ulrich Hemoglobin Pipettes.36, 37 

Ultra Plano Counting Chambers.,?6n?7, 

Universal Tubes . 56 

Urethral Catheters..128 

Urethral Tips. 128 

Urethrographic Clamp.. 128 

Urinary Organs Model. .165 

Urine Sedimentation Slides . 17 

Urinonwter* .16 

Urogenital Organs Model, Male.165 

Urology Slides. .201 

Uterine Cannulas....,.,..134,138 

Uterine Dressing Fbrcep? . 139 

Utility Forceps . 107 

Utility Shakers. 46 


X-Ray Tube 


Yankee — See listing under items 
Yankee A/1 - See listing under items 
Y Piece, Stethoscope ; 


• oology Models. 


.177-180 









































































































































































